
A COMPLETE BUILDING SERVICE 


T HIS SERVICE embraces every essential detail and 
requirement relating to the successful planning and 
construction of a new home. It describes and illustrates 
the same in a most practical manner for the guidance of 
the home builder and the protection of his interests. 

12 Low Cost Homes: — The designs illustrated here- 
in represent an exclusive selection of low and moderate 
cost homes. ' They present a wide range of exceedingly 
attractive architectural styles, each one possessing orig- 
inality and charm and in full keeping with the trend of 
. small home architecture of today. 

In addition to their graceful and most pleasing arch- 
itectural lines and up-to-date practical floor arrange- 
ments, every home has been carefully planned to pro- 
vide the ultimate in sound construction and economy, 
thereby insuring lasting satisfaction and investment 
values. 

In the preparation of these designs, the “Property 
Standards’’ of the Federal Housing Administration 
have been considered. 

Working Drawings: — Each design appearing in this 
book of small homes has the most complete set of work- 
ing drawings that is possible to produce. These plans 
have been studied co-operatively and are the products 
of competent architects and other experienced men 
working closely together in the interest of better small 
home architecture, living comfort and construction. 

Blue Prints: — The blue print plans are 34" x 17" 
and include the following complete drawings^ for each 
design : Basement or foundation plan, all floor plans, 
front elevation, right side elevation, left side elevation. 


rear elevation, sections and detailed drawings, framing 
plans complete. All working plans are drawn to stan- 
dard scales. 

Reversed Plans :— Obviously, a plan designed for a 
lot facing east will not result in the best exposure when 
the lot fronts to the west. Therefore, reversed plans 
will be furnished at a nominal cost. 

Supplementary Details: Further details will be fur- 
nished upon request. 

Changes in Plans:— Any of these plans can be re- 
vised to suit individual tastes and needs. 

Special Plans to Order: — Accurate working draw- 
ings will be made according to individual ideas and 
special requirements. 

Specifications: — To avoid misunderstanding between 
material dealers, contractors, and owners, and to prop- 
erly construct the building, complete and correct speci- 
fications individually prepared are necessary. 

Specifications are statements of particulars which 
tell what is to be furnished in materials and workman- 
ship for the construction of the home. The stability, 
quality, and cost of the home will be directly affected 
by the materials selected and the workmanship fur- 
nished. 

The specifications include a requirement for a build- 
er’s guaranty bond. Whether or not this is required, 
can only be determined after the lending institution is 
known or if owner requires it. The cost of a bond is 
not included in the Estimated Costs. 
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UTTLE CHUTE LUMBER & FUEL 03. 

LITTLE CHUTE, WIS. 

PHONE -22 



COMPLETE COST $ 



SIX ROOMS AND BATH 

• A very likeable arrangement, complete and compact floor 
plan, creates a pleasing example of this Cape Cod design. 
The charminess of the living room is emphasized by a nat- 
ural fireplace. The kitchen, efficient and comfortable, is fully 
equipped. On the first floor, also, is located a convenient 
bedroom, and an attractive open porch. The second floor 
includes two large bed rooms, a well appointed bathroom 
with medicine cabinet, and last but not least, large closets. 

DIMENSIONS 


Size of main building 26'0" x 24'0" 

Size over all 35'0" x 28'0" 

Ceiling height, 1st floor 8'2" 

Ceiling height, 2nd floor 8'0" 

Height of basement 7'0'' 



OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 
SIDING: Beveled, Clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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LITTLE CHUTE LUMBER & FUEL 60. 

LITTLE CHUTE, WIS. 

PHONE -22 




COMPLETE COST $ 31 ! 
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15500 CUBIC FEET 



cJhe Silver jCake 

FOUR ROOMS, BATH AND NOOK 

• A one story Colonial, really attractive inside and 
out. Vestibule, living room, dinette, kitchen, two bed 
rooms, bath, guest closet, clothes closets, cupboards, 
linen cabinet, medicine case, early delivery cabinet 
and clothes chute. Exterior of wide colonial siding 
either wood or asbestos; extra wide windows and 
rolling slat blinds. Attic can be made available by 
the installation of a disappearing stair in hall. 


DIMENSIONS 

Size of main building 32'0" x 32'0" 

Size over all 34'6'' x 39'0'* 

Ceiling height 8'4" 

Height of basement 7'0" 


OUTLINE SPECIFICATIONS 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 
BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 
SHINGLES: 5/2 No. 1 
SIDING: Beveled, clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 


STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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12900 CUBIC FEET 
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cJke West Glhs 

FOUR ROOMS, BATH, DINETTE 
AND ATTACHED GARAGE 

• The alluring qualities of this complete small home of 
English design are immediately noticeable in its space- 
saving features. From the utility kitchen one enters the 
dinette in combination with the large living room, which 
offers a massive fireplace and convenient coat closet. 
The attached garage successfully completes an ideal first 
floor arrangement. The two bed rooms on the second 
floor are large, well lighted and efficiently arranged. 

DIMENSIONS 


Size of main building 28'0" x 26'0" 

Size over all 32'6" x 27'0" 

Ceiling height, 1st floor 8'2" 

Ceiling height, 2nd floor 8'0" 

Height of basement 7'0" 


OUTLINE SPECIFICATIONS 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: for Roof 5/2 No. 1 

SHINGLES: for Walls 25" — 12", Exposure Stained; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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15900 CUBIC FEET 


cJhe (Bancroft 

FOUR ROOMS, DINETTE AND BATH 

• A pleasing Early American one story 
house containing a compact, economical and 
convenient layout; a large living room with 
natural fireplace two large bed rooms with 
closets, and entailing healthy cross ventila- 
tion. A stairway from the bathroom hall 
leads to a large attic. The well-appointed 
and fully equipped kitchen is conveniently 
available to the neat dinette, and another 
attractive feature is the living room opening 
onto a large porch. 

DIMENSIONS 

Size of main building 32'0" x 30'6" 

Size over all 41'0 , 'x31'6'' 

Ceiling height 8'0" 

Height of basement 7*0'' 





FLOOR PLAN 


OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 


CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 
SIDING: Beveled, clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 

INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 

INTERIOR TRIM: clear Yellow Pine; 
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STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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SIX ROOMS AND BATH 


• This illustrates one of the most popular types of Amer- 
ican Colonial homes. Comfortable homes of the square 
type offer most space for capital invested. The architect 
has never sacrificed beauty and comfort to efficiency, 
however, as you can readily see in studying the picture 
and plan. There is something substantial and imposing 
about the above home. The square lines, the groups of 
columns and the generous porch probably account for it. 

DIMENSIONS 


Size of main building 24'0" x 24'0" 

Size over all 34'0" x 28'0" 

Ceiling height, 1st floor S'2" 

Ceiling height, 2nd floor 8'0" 

Height of basement 7'0" 


14350 CUBIC FEET 



OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 

SIDING: Beveled and Vertical, Clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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12400 CUBIC FEET 
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FOUR ROOMS, BATH AND 
DINING SPACE 


• This pleasing, little, modern Colonial cottage will help 
solve the problem of how to get the best results on the money 
invested. While the home is small it offers all the conven- 
iences of well planned, comfortable rooms. The four rooms 
are well arranged and the kitchen is equipped with built-in 
conveniences. The bed rooms are provided with cross ven- 
tilation and large closets. The shutters add color to this truly 
American home. The plans deserve careful consideration. 


DIMENSIONS 

Size of main building 26'0'* x 26'0" 

Size over all 28'0”x3r0" 

Ceiling height 8'0" 

Height of basement 7'0" 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY; with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 
BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 
SHINGLES: for Roof 5/2 No. 1 
SHINGLES: for walls, 25" 12" Exposure, Stained; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 


OUTLINE SPECIFICATIONS 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 


UTILE CHUTE LUMBER l FUEL CU. 

LITTLE CHUTE, WIS. 




COMPLETE COST 



12850 CUBIC FEET 


cJhe [Prentice 


FIVE ROOMS AND BATH 


• A beautiful example Colonial style of architecture. 
This will prove to be a home that will satisfy for years. 
It is equipped with all modern conveniences and com- 
bines a balanced, well-proportioned exterior with an in- 
side arrangement that is practical. Large living room 
with fireplace opens onto a comfortable side porch. The 
kitchen is fully equipped. The bed rooms are large and 
well ventilated and are provided with large closets. A 
medicine cabinet is included in the well appointed bath. 


DIMENSIONS 


Size of main building 22'6" x 24'0" 

Size over all 30*6" x 27'0" 

Ceiling height, 1st floor 8'0" 

Ceiling height, 2nd floor 8'0'' 

Height of basement 7'0" 


OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 

SIDING: Beveled Clear — Shingles 25". Stained 12" Exposure; 
OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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9100 CUBIC FEET 


FOUR ROOMS AND BATH 


• A complete four-room cottage with a touch of the English 
country dwelling, this home offers a moderate investment, the 
utmost in economical layout and architectural treatment. Note 
that the dining room may be used as an extra bed room, if 
desired, and corner of living room which is available to kitchen 
can be used for dining space. Ample closets and porch com- 
plete the livability of this little home. 

OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 

SIDING: Rustic — Wall Shingles 24" Stained 10" Exposure; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 

INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 

INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 

SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 



FLOOR PLAN 


DIMENSIONS 


Size of main building 21*6" x 31*0" 

Size over all 23'0" x 32'0" 

Ceiling height 8'0" 

Height of basement 7*0" 


LITTLE CHUTE LUMBER 1 fuel C0. 
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17300 CUBIC FEET 


cJhe {Burlington 

SIX ROOMS, BATH AND TOILET 

• A Dutch Colonial home of intriguing beauty with 
its architectural excellence and its tasty color scheme 
of white siding, green roof and green shutters. The 
graceful roof lines combined with the effective chim- 
ney, make this home one of artistic beauty, and the 
interior arrangement provides everything in conveni- 
ence and comfort. All rooms are provided with cross 
ventilation. An economical and practical design. 

DIMENSIONS 


Size of main building 30'0" x 22'0" 

Size over all 32'0'' x 33'0" 

Ceiling height, 1st floor 8'6" 

Ceiling height, 2nd floor 8'0" 

Height of basement 7'0" 


OUTLINE SPECIFICATIONS 

BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 
SIDING: Beveled, Clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS: clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEM: Complete and Approved; with fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: first quality fixtures and fittings throughout; 

WARM AIR HEATING. 



SECOND FLOOR 
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11800 CUBIC FEET 
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THREE ROOMS. BATH AND 
ATTACHED GARAGE 

• For many, a house without a garage is not a complete 
home. Here it forms an integral part of the architecture 
and is convenient. The large living room can also be used 
as a dining room, and in the night time as an extra cham- 
ber by providing a disappearing bed which can be stored 
in the closet. The bath is convenient to the bed room and 
linen closet. The kitchen is adequately equipped. 


DIMENSIONS 


Size of main building 27'0" x 24'0'' 

Size over all 28'0” x 32'6” 

Ceiling height 8'0" 

Height of basement 7'0" 


OUTLINE SPECIFICATIONS 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 
BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 
SHINGLES: 5/2 No. 1 
SIDING: Beveled, clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 


STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
PAINTING: 2 coats outside, 3 coats inside; 

SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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SIX ROOMS AND BATH 


• This Colonial home that bespeaks such pleasing hospital- 
ity is a monument to the common sense of the American 
home builder. It is one of the most popular plans and jus- 
tifiably so because it is expertly designed and economical 
to build. The porch at the side may be enclosed. The 
first story walls across the front only are of common brick 
painted white. All rooms are large, fully equipped and 
provided with maximum light and ventilation. 


DIMENSIONS 


Size of main building 27'0" x 22'0" 

Size over all 39'6" x 26'0" 

Ceiling height, 1st floor 8'0" 

Ceiling height, 2nd floor 8'0'' 

Height of basement 7'0'' 


OUTLINE SPECIFICATIONS 



3TOOP 


FIRST FLOOR 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 

BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 

SHINGLES: 5/2 No. 1 
SIDING: Beveled, clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 

STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and MU1 Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 
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THREE ROOMS AND BATH 


• Should one stop to analyze why this home is attractive, 
they would find that it has simple lines in good proportion 
and is free from superfluous ornament that distracts the eye 
from the house as a whole. This pleasing design illustrates 
that a house can be simple and still be a thing of beauty. 
It is a matter of good architecture. A study of the floor plans 
will show the rooms conveniently arranged, a well placed 
bath and handy closets. The bed closet provides space for 
an extra bed which permits the living room to be used as a 
bed room at night. 


DIMENSIONS 


Size of main building 22'0" x 24'0" 

Size over all 28'6'' x 31'0" 

Ceiling height 8'0" 

Height of basement 7'0” 


OUTLINE SPECIFICATIONS 


BASEMENT WALLS: concrete or cement blocks; 

CEMENT FLOOR; 

CHIMNEY: with fire clay flue lining; 

FRAMING LUMBER: No. 1 American Lumber Standards; 
BLIND FLOOR, SHEATHING and ROOF BOARDS No. 2; 
SHINGLES: 5/2 No. 1 
SIDING: Beveled, clear; 

OUTSIDE FINISH: Select Pine; 

FINISH FLOORING: clear Oak or clear Maple; 

DOOR and WINDOW FRAMES and WINDOWS; clear Pine; 
INTERIOR DOORS: clear Pine Stiles and Rails, Fir Panels; 
INTERIOR TRIM: clear Yellow Pine; 


STAIRS: clear Yellow Pine; 

CABINET WORK: High Quality and Mill Made; 

BUILDING PAPER: 50 lb. saturated and coated; 

FINISH HARDWARE: Allowance made; 

WINDOW SHADES: Allowance made; 

PLASTER BASE: Rock Lath, plastered with 2 coats Gypsum Plaster; 
PAINTING: 2 coats outside, 3 coats inside; 

ELECTRIC WIRING SYSTEMS: Complete & Approved; with Fixtures; 
SHEET METAL: 26 gauge galvanized iron; 

PLUMBING: First quality fixtures and fittings throughout; 

WARM AIR HEATING. 



Home Financing Made Easy Under the F. H. A. 

Insured Mortgage Plan 


NATIONAL HOUSING ACT 

Under the terms of the National Housing Act, insured 
mortgages have been made available to you. You can 
now build your own home with the certainty of ACTUAL 
ownership before you. Today you can build a home that 
will be yours in 10, 15, or 20 years. 

YOUR RENT PAYS FOR HOME 

The easiest way for you to pay for a home is to pay for 
it as you pay rent. The logical way is to pay monthly, out 
of income, an installment on the principal and the interest, 
etc., and thus, over a given period of years, pay off the 
entire mortgage and have the house free of all debt. It's 
very much like buying a house, then renting it to yourself. 

SMALL INITIAL INVESTMENT 

Now you can buy or build a house on exactly that 
basis. Your initial investment in the property can be as 
little as 20 percent of its value. You may borrow the bal- 
ance (up to 80 percent of the F. H. A. appraised value 
but not more than $16,000) from an approved lending 
institution, covered by Government insurance, and repay 
the entire amount on a monthly basis. In most cases if your 
lot is fully paid for and clear of all encumbrances, the loan 
you can have will cover all costs of construction, etc. 

LONG PERIOD FINANCING 

You may take up to 20 years to pay. You may pay in 
10 or 15 years, if you like. Each month you pay an install- 
ment which not only includes the interest and a part of the 
principal sum borrowed, but includes also a twelfth part 
of the annual taxes, mortgage insurance premium, and the 
fire and other hazard insurance premiums. 

WHAT DOES IT COST? 

Less than the old method of home financing BECAUSE 
YOU MAY BORROW UP TO 80 PERCENT OF THE 
APPRAISED VALUE OF YOUR HOME. That means ONE 
MORTGAGE, THE END OF REFINANCING PROBLEMS, 
A FAIR AND GOVERNMENT CONTROLLED INTEREST 
RATE AND SERVICE CHARGE. 


WHO LENDS THE MONEY 

Local financial institutions such as banks, mortgage com- 
panies, life-insurance companies, and building and loan 
associations, are in a position to finance the purchase if you 
are able to make a down payment or establish an equity 
of at least 20 percent of the total value. If your lot is 
fully paid for and clear of all encumbrances, the value of 
the lot can be equivalent to 20 percent of the total 
property cost. It is, of course, to your advantage to make 
a larger down payment if convenient, but your borrowing 
capacity on this new plan, as sponsored by the Federal 
Housing Administration, is 80 percent of the total value — 
offered in one mortgage — and repayable monthly like 
rent. See example below. 


MONTHLY PAYMENT PLAN 

Based Upon Loan of $3000: 



10 yr. 

15 yr. 

20 yr. 

Principal and Interest 

....$31,82 

$23.72 

$19.80 

Mortgage Insurance Fee.... 

.... 1.25 

1.25 

1.25 

*Taxes and Assessments 

.... 6.25 

6.25 

6.25 

*Fire Insurance Premium 

58 

.58 

.58 

Service Charge 

.... 1.21 

1.22 

1.23 

TOTAL... 

....$41,1 1 

$33.02 

$29.1 1 


NOTE: These amounts are the entire cost for home- 
ownership, assuming you build on a lot of approved value 
of $750 to which you have acquired title. 

* These figures are based upon an average. There is always a 
variation in assessed valuation of property, tax rates, insurance, and 
other factors. But such variance will, in most cases, not exceed more 
than $1.00 per month per $1,000.00. 


OWN YOUR HOME 

Thus, there is today placed before you a broad highway 
to home ownership. A way that enables you to pay for 
your home, as you go, at a lower cost, with all the elements 
of safety, convenience and assurance. 

Today you can build a home, knowing that you are 
able to make the monthly payments, and that at the end 
of the monthly payment period the home will be yours. 

14 


LITTLE CHUTE LUMBER h FUEL C0. 

LITTLE CHUTE, WIS. 

PMONP _ 09 








ESTIMATED COST OF 


THE BAYFIELD 

LutttDer and Roofing $ 945.00 

Millwork •*••••.... 741 .00 

Finish Hardware •••••..•••• 35*00 

Rough Hardware 55*00 

Building Paper •••••••• 15*00 

Carpentry Labor For Above 649*00 

Excavating 99*00 

Concrete Foundations and Footings 380*00 

Cement Floors ••••»••••• 93*00 

Stone Flagging, Porch & Stoop - 26*00 

Chimneys aud Fireplace 151 *00 

Plastering ••••••• ••••• 294*00 

Sheet Metal •••••• 30*00 

Painting 200*00 

Window Shades * 15*00 

Electric Wiring 110*00 

Electric Fixture* * 40*00 

Plumbing, Drainage, sewerage & Fuel Gas •• 420*00 

Hot-Air Furnace 180.00 


TOTAL ESTIMATED COST OF BUILDING . . * >4478*00 

15500 Cu.Ft., 28.89 Cents Per Cu.Foot - 
Total Hours Carpenter Labor - 564 Hours 


ESTIMATED COST OF 
THE SILVER LAKE 


Lumber and Roofing 

Mlllwork 

Finish Hardware •• 
Rough Hardware ••• 
Building Paper ... 


$ 880*00 
627*00 
31*00 
71.00 
13.00 


Carpentry Labor For Above 571*00 

Excavating 151*00 

Concrete Foundations and Footings 402*00 

Cement Floors «•••• •••••••••• 104*00 

Stone Flagging (Porch) 18*00 

Chimney 5° .00 

Plastering 240*00 

Sheet Metal •••••• 35*00 

Painting 165*00 

Window Shades 10*00 

Electric Wiring 83*00 

Electric Fixtures 35*00 

Plumbing, Drainage, sewerage & Fuel Gas •• 400*00 

Hot-Air Furnace 154*00 


TOTAL^STI^T^^OST^B^^I^^^^O^^ 
15500 Cu.Ft*, 26 Cents Per Cu*Ft* 

Total Hours Carpenter Labor - 497 Hours 


EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill in Cost) * ) 

Air Conditioning 150*00 

Vap^ Heat * 200*00 

Hot Water Heat 420 *00 

Oil Burner With 250 Gal. Storage Tank . ... 235*00 

Coal Stoker, Installed ••••••••••••* 275*00 

service For Electric Range •••••••••• 18*00 

Well Room * 45*00 

Well, Per Ft. 6" Drilled ....* 2*00 

Shallow Well Head •••••• ••*•••••• 60*00 

Deep Well Head 135*00 

Septic Tank, Steel 35*00 

Water Softener 45*00 

3-Water Service (Hot, Cold, Soft & Drinking) 24*00 

Shower Over Tub 17*00 

Bath Room Accessaries • • • •••*• 8 *00 

Eleotric Storage Water Heater .••••••••••• 105*00 

Automatic Gas Storage Water Heater 40*00 

Asphalt Shingles - 210 Lbs • •*•••••••••••• 40 *00 

Insulation - 1/2” Balsam Wool 120*00 

Insulation - 4 " Rock Wool •••• 260*00 

Insulation - 1/2" Cabot 1 3 quilt •••••••••• 110*00 

Soreens & Combination Screen & Storm Doors 65*00 

Storm Sash 55*00 

Insulating Lath Instead of Rock Lath 40*00 

Nu-Wood Instead of Lath & Planter (Plain)* 20*00 

DEDUCTIONS - MATERIAL AND LABOR 

If Porch is Not Wanted 120.00 

If Single Chimney Is Wanted Instead of 

Fireplace ••• 130*00 

If Blinds Are Not Wanted ••*•• 50*00 

If Plywood t* Used Instead of Lath & 

Plaster 25*00 


EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Cost) f 

Air Conditioning ••••• •••** 

Vapor Heat •••••• ••••••••••• 

Hot Water Heat ••••• 

Oil Burner With 2 50-Gal .Storage Tank •••*• 

Coal Stoker - Installed ••••••••••••• 

Service For Electrio Range •••••••••• 

Well Room ••••••• * 

Well, Per Ft* 6* 1 Drilled 

Shallow Well Head •••• 

Deep Well Head •••••••••• •••«•••*••• 

Septic Tank, steel 

Water Softener •••••••••••• 

3-Water Service (Hot, Cold, Soft & Drinking) 

Shower Over Tub 

Bath Room Accessaries 

Electrio Storage Water Heater .-.••••••••* 

Automatic Gas Storage Water Heater ••••••* 

Asphalt Shingles 210 Lbs* •*•• 

Insulation - 1/2* Balsam Wool .•••••••••*• 

Insulation - 1 / 2 * Cabot*s quilt •••• 

Insulation - Rock Wool 

Soreens & Combination Soreen A Storm Doors 

Storm Sash •••••••••• ••••••••*••••• 

Insulation Lath Instead of Rock Lath •• 

NU-Wood Instead Of Lath & Plaster (Plain) 

Disappearing Stair To Attic •■* •••••••••••• 

Attic Floor 12*0» Thru Center of Main Bldg. 

If Fireplace is Wanted ••••• .....* 

DEDUCTIONS - MATERIALS AND LABOR 

If Porch Is Not Wanted •••••• 

If Blinds Are Not Wanted •••*• 

If Plywood Is Used Instead of Lath & 

plaster •• 


LITTLE CHUT^UMBEB & FUEL 68. 


150.00 

200.00 

300.00 

235.00 

275.00 

18.00 

45.00 
2.00 

60.00 

135.00 

35.00 

45.00 

24.00 
17.00 

8^00 

105.00 

40.00 

40.00 
108 .00 

99.00 

234.00 

50.00 

45.00 

36.00 

15.00 
35-eo 

27.00 

250.00 


115.00 

60.00 

20.00 


LITTLE CHUTE, WIS. 
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ESTIMATED COST OF 
THE BAYFIELD 

* lumber and Roofing -1 &3 

< Millwork 

y. pint eh Hardware «••••••••».••..• 

^ Rough Hardware > — 

v Building Paper ... — 

* Carpentry Labor For Above ••••••••, ■ 

Exoarating ..*••• •»....••..>»* »....« — 

Conors to Foundations and yeotinge 

Cement Ploore 

Stone Flagging, Porch & Stoop — 

Chimneys and pireplaoe 

Plastering 

Sheet Metal • 

Painting — — 

Window Shades •••••••••••••••••....,• «»«.»< * 

Xleotrio Wiring . 1 

Electric Pixtures ...... *»•••*•••••*•.»•.. — — - 

L \ ixkJI' - &siA:\ , t r UU$ oo 

Plumbing, Drainage, sewerage a Fuel Qas .. — — - ‘ — £ 

Hot-Air Purnaoe .*»•» . ■ ■■■— 

TOTAL ESTIMATED 008T OP BUIIPINO ...f »- 

lJjOO Cu.Pt., Cents per Cubio Foots* 

TOTAL Hours Carpenter Labor - 5&4 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Pill In Cost) 

Air Conditioning •••••••».. — 

Vapor Heat 

Hot Water neat •••••••. 

Oil Burner With 250-Gal. Storage Tank .... 

Coal Stoker, Installed 

Serrioe For Sleotrio Range •••••••••• * * 

Well Room ■ — » 

Well, Per Ft. Drilled — 

Shallow Well Head • 

Deep Well Head ••••• — 

Septic Tank, Steel. •••«•» ...•••• 

Water Softener • • •••••-. — — - 

3 -Water Serrioe (Hot,Cold,Boft a Drinking) 

Shower Over Tub 

Bath Hoom: isseasories m — 

Xleotrio Storage water Heater 

Automatic Gas Storage Water Heater ....... — — 

Asphalt Shingles - 210 Lbs. 

Insulation - 1/2* Balsam Wool 

Insulation - VP* Reek Wool •••••••.* 

Insulation - 1/2" Cabot •■Quilt «... 1 L£ll 

S.roona 4 Combination Soro.n 4 Storm Door. i- 

Stoxm Sash ».....»«•• — — 

Insulating Lath Instead of Rook Lath •«..»». (l LkOl / . t .| — (L 
m>-wood Instsad of Lath 4 Plaster (Plain) 1 v ■— 
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DEDUCTIONS - MATERIAL AND LABOR 
If Poroh Is Not Wanted 


lie*' 


If Single Cnimney Is Wanted Instead of 

Pireplaoe .... 

If Blinds Are Not Wanted ................. 




J2JL 


If Plywood Is Used Instead of Lath & 

Plaster - 




ESTIMATED COST OF 
THE SILVER LAKE 


Lumber and Roofing 

Mlllwork 

Finish Hardware 

Rough Hardware 

Building Paper 

Carpentry Labor por Above •••••••• 

Xxoavating ••••.. 

Concrete Foundations and Footings 

Cement Floors 

Stone Flagging (Poroh) 

Chimney 

Plastering 

Sheet Metal 

Painting 

Window Shades 

Xleotrio Wiring 

Xleotrio Pixtures « 


Plumbing, Drainage, sewerage A Fuel Gas ..- 
Hot-Air purnaoe •••••••• 


TOTAL ESTIMATED COST OP BUIIDIXS ...- 
1550O Cu.pt. cents per Cubio Foot*.* 
Total Hours Carpenter Labor - 497 Hours 


XXTRAS AND ADDITIONAL * INSTALIZD 

Building Permit (Pill In Cost) 

Air Conditioning 

Vapor Heat 

Hot Water Heat ••••••••••••...«. 

Oil Burner With 25<M>al .Storage Tank 

Coal Stoker - Installed 

Serrioe por Bleotrio Range ............... 

Well Room 

Well, Per Tt. 6* Drilled 

Shallow Well Head ..•••••••• 

Deep Well Head 

Ssptio Tank, Steel 

Water Softener •••••• 


3-Water serrioe (Hot, Cold, Soft A Drinking). 
Shower Over Tub 

Bath Room Assessorles - 

Xleotrio Storage Water Heater ........ ••••- 

Automatio Gas Storage Water Heater •••...wi 

Asphalt Shingles 210 lbs, 

insulation - 1/2* Balsam Wool 

Insulation - 1/2* Cabot's quilt - 

Insulation - l/R* Rook Wool • 


Screens A Combination soreen A Storm Doors. 

Storm Sash 

insulation Lath Instead of Rook L*th .«•••*- 
Nu-Wood Instead of Lath A Piaster (Plain).. 
Disappear ing stair To Attie 

r * ,, 

Attic Floor 12*0* Thru Center of Main Bldg 
’ * ♦ 

If Pireplaoe is Wanted 


DEDUCTIONS - MATERIALS AND LABOR 

If poroh Is Not Wantea L 

If Blinds Are Not Wanted 

If Plywood Is Used Instead of Lath A 

Plaster ... 


(This page to be ueed for repricing) 
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ESTIMATED COST OF 
THE BAYFIELD 

* Lumber and Roofing . • . * • 


ESTIMATED COST OF 
THE SILVER LAKE 

Lusher and . Roofing 1 1 .. 1 1 1 1 1 


< Hillwork 

u\tv 

If lllwork ..a .... t . Mt . ttHttlttttttl 


f Finish Hardware • •««•••••„ - 

3 S.°* 

Finish Hardware .......... t . tT . Trt ,. t ..... 


Rough Hardware • 


Rough Hardware **..••••••• ... 


v Building Paper 

tS> ce 

Building paper ...................... tT 


* Carpentry Labor For Above .. 

5 (*&»<>* 

Carpentry Labor For Above ................ 


Exoavating . f 

f f.oo 

Bxoavating ttttf ttttl 


Conorete Poundatione and Footings t|l , 

%(**!*** 

Conorete Foundations and Footings , 


Cement Floors ^ , 

13,°* 

Cement Floors 


8tone Flagging, poroh & Stoop 


Stone Flagging (Poroh) 


Chimneys and Fireplace , . 

3oa,eo 

Chimney t«*. 


Plastering . 


Plastering . tt .. f tttt . ttlttlttttt 


Sheet vetal 

Uo, oo 

* Sheet Ifetal ........... 


Painting 

ISo.o* 

Painting ........ a. ... tttttaas M 


Window Shades ••••••« ... t| 

t5.o° 

Window Shades 


Bleotrlo Wiring ••«•••••• k . l'- - 

7 

Bleotrio Wiring s........ ttttttfttttMttt 



3o.°° 

Bleotrlo Fixtures .a.. ................ ...* 


Plumbing. Drainage, 8mnne« A 


Plumbing, Drainage, sewerage A Fuel G*e ♦* 


f r 

Hot-Air Fumaoe 


Hot-Air Furnace 


TOTAL ESTIMATED COST 07 BUI ID INC 

Mn.8‘> 

TOTAL ESTIMATED COST OP BUILDUP - .. 


15^00 Cu.Ft., Cents per cubio yoot» 


15500 Cu.pt. qenta p*r Cubic Foot * . 


TOTAL Hours Carpenter Labor - 564 Hours 


Total Hours Carpenter Labor - 497 Hours 


EXTRAS AND ADDITIONAL - INSTALUSD 

Building Permit (71X1 In Oo.t) 


XXTRA8 AND ADDITIONAL - INSTALIZD 

Building Psmlt (71X1 In Coat) 


Air Conditioning 

15**! 

Air Conditioning 


Vapor Heat .....•• 


Vapor Heat ........... . 


Hot Water neat .......... T f ...... 1 ... ...... , 

. Ul o‘! 

Hot water Heat .......................... . 


Oil Bum»r with 2TO-0.1. Btonn Tank 


Oil Burner With 250'K}al*8torage Tank t . . 


Coal Stoker, Installed 


Coal Stoker - Installed .......... 


8errioe For Sleotrlo Range • 

C8‘>_ ... 

sanrioA F°r Bleotrlo Range 


W.1X Boob 

*5"' 

Well Room ...... ........ a , ....... 


Toll, Per Ft. 6" Drilled 


Well, Per Ft- 6s Drilled a 


Shallow well Head 

Uo'Z 

Shallow Well Head •«•••••••••••••••••.••• - 


Deep Well Head 

ns-! 

Deep Well Head ........ 


dentlo Tank, steel....... 

*,SK 

Septlo Tank, stool ........... .... 


Water Softener , 


Water Softener .................. 


3-Whter Servioe (Hot. Gold, Soft a Drinking) 

7+*> 

VWator Sorvloe (Hot. Cold .Soft A Drlnkllur) 


Shower Over Tub 

/ 7 «; 

Shower QVar Tub ..................... T . T t . 


Bath Room; iasessories ; ftt . ttt4 


Bath Room Asseasories 


Bleotrlo Storage Water Heater. 

loS'i 

Bleotrlo storage Water Heater ...... 


Automatic Gas Storage water Heater 


Automatic Gas storage water Heater 


Asphalt Shingles - 210 Lbs. 

Uo"' 

Asphalt Shingles 210 Lbs • ...... . . . , r - .. - 


Insulation - 1/2 » Balsam Wool 


Insulation - l/?* Balsam Wool ..... 


Insulation - 1/2" Rook Wool 

loo”' 

Tna illation > 1/ji Cabot «s Guilt ..... s 


Insulation - l/ 2 « Cabot •■ Guilt 

lOo°Jr 

Insulation ■ l/R* Rook Wool ... ..... TT t . 


Screens A Combination Soreen A atom Deere 

if 5”! . 

Soreons A Combination goraan A S torn Do ora 


Storm Sash 

5S°! 

atom Sash ........................... 


Insulating Lath Instead of Rook Loth .6^ 4Ar**&* 

Uo 9 ' 

Insulation Lath Instead of Rook Tjlth ..... 


Nu-wood instead of Lath & piaster (Plain) 

iLo"' 

Hu-Wood Instead of Lath A Plaetor (Plain) . 

D 5 .4.. fa-. •. ■. i • _ . . 




, r 1 * tt 

Attifl Floor IPtO* Thru fisnter of Mein Rl dp 


DEDUCTIONS - MATERIAL AND LABOR 

If Poroh Is Not Wanted 

n-a" 

If Fireplace is Wanted ••»•••••••••••«•••• 


If Single Cnimney Is Wanted Instead of 

Flreplaoe •••«_ 

3lAo v > 

DEDUCTIONS - 1CATBRIAL3 AND LABOR 

If Poroh Is Hot Vantaa ..... T ( 


If Blinds Are Hot wanted * T - . T , , , , 

Zo'l 

If Blinds Are Not Wanted 


If Plywood I. Used Instead of lath & 

Plaster 

... r-'- 

If Plywood Ie used Instead of Lath A 

Plaster • • 
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ESTIMATED COST OF 
THE WEST ALLIS 


Lunibar and Roofing •••••••••••••..••••••«* $ 899*00 

Millwork 745*00 

Finish Hardware •••••• 35*°° 

Hough Hardware ... 45*00 

Building Paper 15*00 

Carpentry Labor For Above •••••.••••••••••• 716*00 

Excavating •••••••••••••••••.•*«.......*.« 76.00 

Concrete Foundations and Footings 335*00 


Cement Floors 71*00 

Stone Flagging 35*00 

Chimneys and Fireplace •••••••••••*....».* 250*00 

Plastering •••••••• 285*00 


Sheet Metal ....••••• 40*00 

painting 140*00 

Window Shades ••••••••••• * 17*00 

Eleotric Wiring •••••••.. 103*00 

Electric Fixtures 45*00 

Plumbing, Drainage, Sewerage & Fuel Gas •• 450*00 

Hot-Air Furnace 186*00 


TOTAL ESTIMATED COST OF BUIlDlNO_ J * A ^_|44gg^0Q 

12900 Cu.Ft. - 34.78 Cents Per Cu.Ft* 

Total Hours Carpenter Labor - 614 Hours 


EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Cost) $ 

Air Conditioning ••••• •••• 150*00 

Vapor Heat ••••••••••. 275*00 

Hot Water Heat •••••••••••••••*• 410.00 

Oil Burner^ With - 250-Gal. Storage Tank .. 235*°° 

Coal Stoker, Installed ..•••••• 275*00 

Service For Electric Range 18*00 

Well Room 45*00 

Well, Per Ft. 6" Drilled 2*00 

Shallow Well Head •••••••• 60*00 

Deep Well Head 135*00 

Septic Tank, Steel • •••.*•«••».•»• 35*00 

Water Softener 45.00 

3-Water Service (Hot, Cold, Soft & Drinking) 24.00 

Shower Over Tub 17*00 

Bath Room Assessor lea ••• 8 *00 

Electric Storage Water Heater 105*00 


Automatic Gas Storage water Heater 40*00 

Asphalt Shingles -210 Lbs. ••••.«•* 25*00 

Insulation - 1/2" Balsam Wool ••••• 132*00 

Insulation - Rockwool •••••••»«.......«.. 286*00 

Insulation - 1/2" Cabot's quilt 121*00 

Screens A Combination soreen & Storm Doors 75*00 

Stozm Sash •••• 65*00 

Insulation Lath Instead of Rock Lath 

0 .3 .Walls & Ceiling •••• 45*00 

Nu-Wood (Plain) Instead of Lath & Plaster. 18*00 


DEDUCTIONS - MATERIALS & LABOR 
If Flywood is Used Instead of Lath & Plaster 25*00 


UTTIE CHUTE LUMBER & FUEL fifl. 

LITTLE chute, wis. 

PHONE -22 



ESTIMATED COST OF 


THE BANCROFT 

Lumber and Roofing $ 955*00 

615.00 

Finish Hardware 30.00 

Rough Hardware * 75*°° 

Building Paper 15* 00 

Carpentry Labor For Above •••• 595*00 

Excavating ..••♦••••••••••• 115*00 

Concrete Foundation and Footings • •••....•* 398*00 

Cement Floors * 110.00 

Stone 103*00 

Chimneys and Fireplace ••••••••••..•....•• 162.00 

Plastering 243*00 

Sheet Metal 20 * 00 

Painting •••••••« •••••• 175*00 

Window Shades • 10.00 

Electric Wiring .•••••• ........* 93*00 

Electric Fixtures •••• 40*00 

plumbing. Drainage, Sewerage & Fuel Gas •• 40u.00 

Hot-Air Furnace 150 *QQ 


TOTAL ESTIMATED COST OF BUILDING *^_»_|4304*00 

15900 Cu.Ft., 27*07 Cents Per Cubic Ft* 

Total Hours Carpenter Labor - 5*8 Hours 


EXTRAS AND ADDITIONAL - INSTAUED 

Building Permit (Fill in Cost) •••••• • 

Air Conditioning ••••••• 150*00 

Vapor Heat *** 190.00 

Hot Water Heat •••• •• 280.00 

Oil Burner With 250 Gal.Storage Tank ..... 235*00 9 

Coal Stoker - Installed ••••••••*•• • 275*00 

Service For Eleotric Range .....* 18.00 

Well Room * 45*00 

Well, Per Ft. 6" Drilled 2*00 

Shallow Well Head •• 60.00 

Deep Well Head • • • 135* 00 

Septic Tank, Steel •••••••*....... 35*00 

Water Softener 45*00 

3 -Water Service (Hot,Cold,Soft & Drinking) 24.00 

<8kower Over Tub •••••• 17*00 

Bath Room Asseseories •••••*•* 8.00 

Electric Storage Water Heater ••••••••••.* 105*00 

Automatic Gas Storage Water Heater 40*00 

Asphalt Shingles 210 Lbs • •••• ...*• 40 *00 

Insulation - 1/2" Balsam Wool 108.00 

Insulation - 1/2" Cabot's quilt 99*00 

Insulation - Rockwool •••••••••«....«...* 234*00 

Screens & Combination Soreen & Stoim Doors 58*00 
Storm Sash ••••••••••••••••••*•••••••••••• 48.00 

Insulation Lath Instead of Rock Lath 36*00 

Nu-Wood (Plain) Instead of Rock Lath & 


DEDUCTIONS - MATERIALS AND LABOR 


•If porch is Not Wanted 125*00 

If Blinds Are Not Wanted 25*00 


If Plywood Is Used Instead of Lath & 

Plaster •• 20.00 

If Single Chimney Is Wanted Instead of 

Fireplace. 140,00 


ESTIMATED COST OF 
THE WEST ALLIS 

Lumber end Hoofing 

Hillwork . 

Finish Hardware 

Bough Her awe re .. . . . 

Building paper ...••••••• ••••• . 

Carpentry La dot for Above 

Excavating ••••••«•••• . 

Conorete Foundations and Footings ••••...*_ 

Cement Floors 

Stone Flagging 

Chimneys ft Fireplaoe w 

Plastering •••••••.. 

Sheet Hetal 

Painting •.••.•••••••••••••• 

Window Shades 

Bleotrio Wiring 

Bleotrio Fixtures ....... 

plumbing, Drainage, Sewerage A Fuel Gas . .. 

Hot-Air Furnace ••••*•••• •••••• .. — 

TOTAL ESTIMATED COST OF BUILPIHO .* f [ 

12900 Cu.Ft# Cents Per Cu.Ft CL, 

Total Hours Carpenter Labor - 614 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 

Building Penult (Fill In Cost) .•••••••••' 

Air Conditioning ••••••••• * * 

Vapor Heat • •• 

Hot water Heat 

Oil Burner With 2 50-Cal .Storage Tame ....» 

coal stoker, Installed 

Servioe For Bleotrio Range . 

Well Room •••••••••• 

Well, Per Ft. 6* Drilled 

Shallow Well Head 

Deep Well Head ••••••.•••• 

Septic Tank, Steel 

Water Softener ••••••.. ••••••«•••• ........ 

3-Wlater Service (Hot, Cold, Soft ft Drinking) 

Shower Over Tub •••.••••• 

Bath Room Assessorlea. ..••••• 

Bleotrio Storage Water Heater 

Automatic Gas Storage Water Heater 

Asphalt Shingles - 210 Lbs. * 

Insulation - 1/2" Balaam \yoo1 

Insulation - Rook Wool •••••••« 

Insulation - 1/2" Cabot»s quilt • 

Screens ft Combination soreen ft Stoxm poor s _ 

Stoxm Sash * 

Insulation Lath Instead of Rook Lath .... 

Hu -Wood (plain) Instead. of Lath ft 

plaster ... . 


INDUCTIONS - MATERIALS ft LABOR 
If Plywood Is Used Instead of Lath ft Plaster^ 


ESTIMATED COST OF 
THE BANCROFT 

Lumber and Roof inn 




finish Hardware 


soush Hardware 


Building Paper 












Chimney* and pireplaee .................. . 














piiWhing-, Tvrein*ge r Beverage A Fuel Gas . - 




TOTAL ESTIMATED COST OF BUILDING ... 


1*»Q00 Cu.Ft.. Cent 8 per Cublo Ft. 


Total Hours Carpenter Labor - 518 Hours 


EXTRAS ADS ADDITIONAL - INSTALIZD ^ 

(Jill 1 b Coat) 








0i*» P11 m.T With 2*0 Oal.ritorace Tank .•••• 








Veil. Per wt. A» Prilled 










3_wt+er nervine (Hot r Cold. Soft ft Drinking) 








Automatic Gas Storage Water Heater 






Tnnnlnt 1 on - 1/?* Cabot *ff Quilt 




OnmVii nation Screen ft St Old DOOrS 




InOMlfnti An Tat.h Tneteed of Rook Lath 


wu-Wood (Plain) Instead of Rook Lath ft 

Plaster •• 




DEDUCTIONS - MATERIALS AND LABOR 

If Porch Is Not Wanted ••••••••• . ... v 




If Plywood Ie Used Instead of Lath ft 

Plaster M 


If Single Chimney Ie Wanted Instead of 

Fireplace. 




used for reprioing.) 
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ESTIMATED COST OF 
THE WATERFORD 


Lumber and Hoofing ..... ••••••••••••• $ 927*00 

Klllwork 856*00 

Finish Hardware • ••• . 38*00 

Rough Hardware 64*00 


Building Paper . .... 18.00 

Carpentry Labor For Above 668*00 

Excavating •••••• * 93*00 

Concrete, Foundations and Footings •••••••* 317*00 

Cement Floors 85*00 

Stone Flagging, Porch & Stoop * 26*00 

Chimneys and Fireplace, Iron Work ........ 276*00 

Plastering • •••• 324*00 

Sheet Metal •••••• **••••• 25*00 

Painting • •••• 200*00 

Window Shades 15*00 

Electric Wiring •••••••••• 110*00 

Eleotrlc Fixtures •••••• 45*00 

Plumbing, Drainage, Sewerage & Fuel Gas •• 420*00 

Hot-Air Furnace ••••••••••••••••••* 202*00 


TOTAL ESTIMATED COST OF BUILDUP ... >4709*00 
14350 Cu.Ft. - 32.81 Cents Per Cu.Ft* 

Total Hours Carpenter Labor - 5®1 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 


Building Permit (Fill In Cost) ••••••••••• $ 

Air Conditioning 150*00 

Vapor Heat ••••• 295*°® 

Hot Water Heat .......... 440*00 

Oil Burner With 2 50 -Gal. Storage Tank ••••• 235*00 

Coal Stoker, Installed •••••••••• 275*00 

Service For Electric Range 18.00 

Well Room 45*00 

Well, Per Ft. 6*» Drilled 2.00 

Shallow Well Head 60*00 

Deep Well Head •••••••• • • 135*00 

Septic Tank, Steel ••*•••••••••.*.*••••••* 35*00 

Water Softener •••**• 45*00 

3-Water Service (Hot, Cold, Soft & Drinking) 24*00 

Shower Over Tub •••••••• * 17*00 

Bath Room Assessories •••••••* *.*•• 8*00 

Electric storage Water Heater 105*00 

Automatic Gas Storage water Heater •••••*« 40*00 


Asphalt Shingles - 210 Lbs* ••••• .*•• 

Insulation - l/2" Balsam Wool 

Insulation - Rockwool ••••••••*•••••••••• 

Insulation - 1/2* Cabot’s quilt 

Screens & Combination Screen & Storm Doors 

Stqrm Sash 

Insulation Lath instead of Rock Lath 

0*S .Walls & Ceiling *••• 

Hu-Wood (Plain) Instead of Lath & Plaster* 

DEDUCTIONS - MATERIALS AND LABOR 

If Porch is Not Wanted * 

If Blinds Are Not Wanted 

If Plywood Is Used Instead of Lath & 

Plaster •• 

If Fireplace Is Omitted & Chimney Sub- 
stituted *••• 


25*00 

120*00 

260*00 

110*00 

65*00 

55*00 

40*00 

20*00 


110*00 

75.00 

28*00 

225*00 


ESTIMATED COST OF 
THE WAUKESHA 

Lumber and Roofing •••••••••••••• | 701*00 

Klllwork •••• 595*00 

Finish Hardware 27*00 

Rough Hardware * * •*•••••• 57*00 

Building Paper ••••••••• •••••• 13*00 

Carpentry Labor For Above ••• 487*00 

Excavating ..... * •*•••••• 104*00 

* Conors te Foundations and Footings 330*00 

Cement Floors ••••••• »•••••••••••••«* 88.00 

Chimney ••••••••• •••••••••* 5® *00 

Plastering •**•• * 180*00 

Sheet Ketal •••*••.••••«••••••••••••••••••• 17*00 

Painting ••• 110*00 

Window Shades 10*00 

Els otrio Wiring * 77*00 

Sleotrlo Fixtures ••••• ..... 30*00 

Plumbing, Drainage, Sewerage A Fuel Gas • 400*00 

Hot-Air Furnace * * * * * * * ........ Pipeless ^^140*00 


TOTAL ESTIMATED C08T OF BUILDI K? . . * >3424*00 


12400 Cu.Ft* 27*61 Cents Per Cu.Ft* 

Total Hours Carpenter Labor - 424 Hours 
EXTRAS AND ADDITIONAL - INSTALUED 

Building Permit (Fill In Cost) # 

Air Conditioning •••••• 150*00 

Reg.Furnaoe - Installation ••••.•..•.*..•. 24*00 

Vapor Heat ±+... ...... 150*00 

Hot Water Heat 225*00 

Oil Burner With 2 50-Gal .Storage Tank ••••* 235*00 

Coal Stoker, Installed 275*0® 

Service For Sleotrlo Range ••••••• 18.00 

Well Roan * ♦J * 00 

Well, Per Ft. 6« Drilled 2*00 

Shallow Well Hoad *®*®° 

Deep Well Head ••••••••• 135*®® 

Septic Tank Steel ••*• ••••••• 35*®® 

Water softener 45*®® 

3-Whtsr serviee (Hot, Cold, 80 ft & Drinking) 24*00 

Shower - Over Tub * * 17*00 

Bath Room Assessories ......* ®*°° 

Eleotrio* Storage Water Heater 105*00 

Automatic Gas Storage Water Heater ••••••• 40*00 

Asphalt Shingles 210 - Lbs* •••••«•*• 3®*®® 

insulation - 1/2* Balsam Wool 9®*®® 

Insulation - Rockwool 195*®° 

insulation - l/2« Cabot *s quilt 83*00 

Soreens & Combination Soreen & Storm Doors 48*00 

Storm Sash ••••* 45*00 

Insulating Lath Instead of Rock Lath •••.* 3®*°® 

Nu-Wood Inste ad of Lath ft Plaster (Plain)* 12*00 

DEDUCTIONS - MATERIAL AND LABOR 

If Poroh Is Not wanted 20#00 

If Blinds Are Not Wanted 5? #0 ° 

If Plywood is Used Instead of Imth * 


I.ITTU CHUTE LUMBER & FUEL £8. 

little chute, Wis. 

PHONE -22 


ESTIMATED COST OF 
THE WATERFORD 


Lumber end Roofing •••••••».... ... • 

Millwoxk • • 

?iniah Hardware 

Rough Hardware. 

Building Paper 

Carpentry Labor ?or Above ........ 

Excavating... ...... . 

Concrete youndatlone and Footings 

Cement Floors 

Stone Flagging, Poroh & Stoop •••• 
Chimneys and Fireplace, Iron Work 

plastering 

Sheet Metal 

Painting 

Window shades 

Iloctrio Wiring 

lleotrio Fixtures.... 


Plumbing, Drainage, Sewerage A Fuel Gas . 
Hot-Air Furnace ••••••••••••.. • 


TOTAL ESTIMATED COST OF BUILDING «*. 


14350 Cu.Ft. 


Cents Per Cu#Ft.^_ 


Total Hours Carpenter Labor - 581 Hours 


EXTRAS AND ADDITIONAL - IN8TALUSD 

Building Permit (Fill In Cost) 

Air Conditioning 

Vapor Heat • •••• 

Hot Water Heat 


Oil Burner With 250-Gal. Storage Tank ....._ 

Coal Stoker, Installed - •••••*_ 

Servioe For lleotrio Range i_ 

Well Room 

Wellt Par Ft# 6« Drilled 

Shallow Well Head 

Deep Well Head ...» 

Septio lank, Steel 

Water Softener 

3 -Water serrioe (Hot, cold, Soft A Drinking^. 

Shower Over Tub • •••%. 

Bath Room AssesSorles 


lleotrio storage water Heater •*•••_ 

Automatic Gas Storage Water Heater 

Asphalt Shingles - 210 Lbs 

Insulat ion - 1/2* Balsam Wool 

Insulation - Rock wool 

Insulation - 1/2* Oabot f s Quilt 


Screens A Combination Screen A 8toxm Doors_ 
Storm Sash 

Insulation Lath instead of Rook Lath .....^ 


Hu-Wood (plaid) Instead of Lath A plaster#. 


DEDUCTIONS - MATERIALS AND LABOR 
If poroh Is Hot Wanted ••••»•••••••••# 

If Blinds Are Hot Wanted •••••••••••••• 


If Plywood Is Used Instead of Lath A 

plaster 

If Flreplaoe Is Omitted A Chimney Sub- 
stituted •••••_ 


ESTIMATED COST OF 
THE WAUKESHA 


Lumber and Roofing ... 

Klllwork •••••• 

Finish Hardware ••••• 

Rough Hardware 

Building Paper •••••«•• 

Carpentry Labor For Above ........ 

Ixoarating 

Concrete Foundations and Footings 

Cement ftoora 

Chimhey 

Plastering 

Sheet Metal 

painting •••••••• 

Window Shades •••»• •••••••< 

lleotrio Wiring 

lleotrio Fixtures •••••< 


Plumbing, Drainage, sewerage A Fuel Gas . ._ 

Hot-Air Furnace Pipeless 

TOTAL ESTIMATED COST OF BUILDING* ... 


12400 Cu.Ft. 


Cents Per Cu#Ft#j“_ 


Total Hours Carpenter Labor - 424 Hours 


HXTRAS AND ADDITIONAL - INSTALLED 

Building P.ralt (Bill in Oo.t) 

Air Conditioning »•••••••• 

Reg .Furnace * Installation *t_ 

Vajpor Heat 

Hot water Heat ••••••••»•» 

Oil Burner With 250-Gal .^to rage Tank 

Coal Stoker, Installed 

Serrioe For Eleotrio Range •.•••••••• 

Well Room 

Well, Per Ft# Drilled 

Shallow well Head ••••••••••• ... » •«•••••»* 

Deep Well Head 

Septio Tank Steel .••••••..•• • 

Water softener ••••••••••.. 

3-Water Servioe (Hot, Cold, Soft A DrlnkingL 
Shower Over Tub 


Bath Room Assessor lea 


RleetrlQ Storage Water Heater 

Automatic Gas Storage Water Heater • 
Asphalt Shingles 210 Lbs# ••••••••. ••••«. *_ 

Insulation - 1/2* Balsam Wool 

Insulation - Rook Wool ••••••#_ 

insulation - 1/2* Cabot 1 s Quilt • 


Soreens A Combination Screen A Storm Door(_ 
Stozm Sash ..•••••••••• •••••*- 


Insulating Lath Instead of Rook Lath 
Hu-Wood Instead of Lath A Plaster (Plain) 


DEDUCTIONS - MATERIAL AND LABOR 

If poroh Is Hot wanted 

If Blind* Are Hot Wanted •••••••••.. •••••!_ 

If Plywood le used Instead of Lath A 

Plaster • • 


(This pege to be used for reprioing# ) 
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ESTIMATED COST OF 
THE PRENTICE 


Lumber and Hoofing . 

Millwork 

Finish Hardware • • 

Rough Hardware 

Building Paper 

Carpentry Labor For Above ... 

Excavating •••••• 

Concrete Foundations and Footings 

Cement Floors 

Brick Work & Fireplace 

Plastering 

Sheet Metal 

Painting • • 

Window Shades .. 

Electric Wiring • ••• 

Electric Fixtures .. 

Plumbing, Drainage, sewerage & Fuel Gas •• 
Hot-Air Furnace ••••••••••••. 


> 872.00 
718.00 
31 .oo 

56.00 

15.00 

644.00 

85.00 

320.00 
71.00 

314.00 

253*00 

22.00 

150 .00 
10.00 

75.00 

40.00 

420.00 

175.00 

>4271.00 


12850 Cu.Ft. 33*23 Cents Per Cu.Ft. 
Total Hours Carpenter Labor - 5&° Hours 
EXTRAS AND ADDITIONAL - INSTALLED 


Building Permit (Fill In Cost) ••••• > 

Air Conditioning ••••••••»•••••• 150.00 

Vapor Heat 235*00 

Hot Water Heat 350.00 

Oil Burner With 250 -Gal .Storage Tank • •••• 235*00 

Coal Stoker - Installed ••••••• 275*00 

Service For Eleotric Range ••••.•••••••••• 18.00 

Well Room 45*00 

Well, Per Ft. 6" Drilled 2.00 

Shallow well Head ..... 60.00 

Deep Well Head 135*00 

Septio Tank, Steel 35.00 


Water softener • 45*00 

3-Water Service (Hot, Cold, Soft & prinking) 24.00 

Shower Over Tub • ■ 17.00 

Bath Room Accessories 8.00 

Eleotric Storage Water Heater 105*00 

Automatic Gas Storage Water Heater 40.00 

Asphalt Shingles - 210 Lbs 25*00 

Insulation - 1/2" Balsam Wool 120.00 

Insulation - 1/2" Cabot «s Quilt 110.00 

Insulation - Reck Wool 260.00 

Screens & Combination Screen & Stom Doors 55*00 

Storm Sash 50.00 

Insulating Lath Instead of Rock Lath 45*00 


NU-Wood Instead of Lath & Plaster (Plain).. 18.00 
DEDUCTIONS - MATERIALS AND LABOR 


If Blinds Are Not Wanted 50.00 

If Plywood Is Used Instead of Lath & 

Plaster •• 20.00 


ESTIMATED COST OF 
THE DIXON 

Lumber and Roofing $ 665*00 

Uillwork ..•••••••• 345*00 

Finish Hardware 27*00 

Rough Hardware 35*00 

Building Paper 10.00 

Carpentry Labor For Above 460*00 

Excavating 5^*00 

Concrete Foundations and Footings 312.00 

Cement Floors 42.00 

Chimney 48.00 

Plastering •••••••••••••••••••••••••.».... 180.00 

Sheet Metal 25*00 

Painting ••• 80.00 

Window Shade 7*00 

Eleotric Wiring ••••••••••••..«.••* 68.00 

Electric Fixtures 32.00 

Plumbing, Drainage, Sewerage and Fuel Gas • 400.00 


Hot-Air Furnace Pipeless 140.00 

TOTAL ESTIMATED COST OF BUILDING ... >2932*00 


9100 Cu.Ft. - 32.21 Cents Per Cu.Ft. 

Total Hours Carpenter Labor - 400 Hours 

EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Cost) $ 

Regular Furnace Installation •••• 25*00 

Air Conditioning •••••••••••.. 150.00 

Vapor Heat • •••.. 140.00 

Hot Water Heat 210.00 

Oil Burner With 250-Gal. Storage Tank • ••• 235*00 

Coal 3toker Installed ••••<•••• 275*00 

Service For Electrio Range • 18.00 

Well Room ••••••••. ••••••••• 45*00 

Well, Per Ft. 6" Drilled 2.00 

Shallow Well Head 60 .00 

Deep Well Head ••••••••••• 135*00 

Septic Tank, Steel •••••• 35*00 

Water Softener 45*00 

3-Water service (Hot, Cold, Soft & Drinking) 24.00 

Shower Over Tub 17*00 

Bath Room Accessories '•••••« ••••••• 8.00 

Electric Storage Water Heater 105*00 

Automatic Gas Storage Water Heater ••••••• 40.00 

Asphalt Shingles - 210 Lbs. 27*00 

Insulation - 1/2" Balsam Wool 90*00 

Insulation - 1/2" Cabots Quilt ••••••••«• 83*00 

Insulation - Rockwool 195*00 

Screens & Combination Screen & Storm Doors 45*00 

Storm Sash 35*°0 

Insulating Lath. Instead of Rock Lath ••••• 30.00 

Nu-Wood Instead of Lath & Plaster (Plain) • 12.00 

If Full Basement Is Wanted 100.00 

DEDUCTIONS - MATERIALS AND LABOR 

If Blinds Are Not Wanted Deduot •••••••••• 25*00 

If Plywood Is 'Used Instead of Lath & 

Plaster •• 15*00 


LITTLE CHUTE LUMBER l FUEL 66. 
LITTLE CHUTE, WIS. 
PHONE -22 
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ESTIMATED COST OF 
THE PRENTICE 

Lumber and Roofing 

Millwoxk ..... — 

7 ini ah Hardware 

Rough Hardware ••••• : 

Building Paper 

Carpentry Labor yor Abore •••••••••• — — 

Excavating 

Concrete Foundations and pootinga * 

Cement ploora ••••••••••••._ 

Brick Work A Fireplace , 

Plastering * 

Sheet Metal ••••••••••• 

Painting 

Window Shades •••••••••••• ••••••. 

Bleotric Wiring - 

Electric Fixtures •••••• 

Plumbing, Drainage, Sewerage & Fuel Gas . ._ 

Hot-Air. Furnace 

TOTAL ESTIMATED Q03T OF BU Hi?^ T^ii i i 

12850 Cu.Pt. Cents Per Cu.pt. — 

Total Hours Carpenter Labor - 560 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Pill In Cost) 

Air Conditioning — 

Vapor Heat 

Hot Water Heat • • — 

Oil Burner With 2 50 -Gal .Storage Tank *- 

Coal stoker - Installed , ■ ■ ■ 

Service For Sleotrio Range 

Well Room 

Well, Per Ft. 6" Drilled — 

Shallow Well Head 

Deep Well Head 

Seotio Tank, Steel 

Water softener ••••••••• 

3-Wfeter Service (Hot, Cold, Soft A Drinking) 

Shower Over Tub 

Bath Room Assessories * 

Eleotric Storage Water Heater 

Automatic Gas Storage Water Heater 

Asphalt Shingles - 210 Lbs 

Insulation - 1/2" Balsam Wool 

Insulation - 1/2" Cabot'e Quilt ••••••••••__ 

Insulation - Rock Wool ..«-«• ............... 

Screens A Combination Screen & Storm Doors 

Storm Sash 

Insulating Lath Instead of Rock Lath 

Nu-Wood Instead of Lath A plaster (Plaint . 


DEDUCTIONS - MATERIALS AND LABOR 

If Blinds Are Not Wanted •••••• 

If Plywouu Is Used instead of Lath & 

Plaster ... 


ESTIMATED COST OF 
THE DIXON 

Lumber and Roofing ••••• 

Mlllwork 

Finish Hardware 

Rough Hardware 

Building Paper 

Carpentry Labor For Above 

Excavating .... 

Concrete Foundations and Footings 

Cement Floors , 

Chimney 

Plastering 

Sheet Metal ..... 

Painting 

Window Shades 

Sleotrio Wiring , 

Electric Fixtures ... , 

Plumbing, Drainage, sewerage, & Fuel Gas *, 

Hot-Air Furnace ••••••• Pipeless - 

TOTAL ESTIMATED COST OP BUILDINP ... 

9100 Cu.Ft • Cants Per Cu.pt. *, 

Total Hours Carpenter Labor - 400 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Coet) •••••. 

Regular Furnace Installation 

Air Conditioning 

Vapor Heat • •• 

Hot Water Heat ••»•».. 

Oil Burner With 250-Gal .Storage Tank ..••• 

Coal 3+oker Installed 

Service For Electric Range 

Well Room 

Well, Per ?t. 6" Drilled 

Shallow Well Head 

Deep Well Head •••••••.••• 

Septic Tank, Steel * 

Water softener 

3-Water Service (Hot, Cold, Soft & Drinking) * — 

Shower Over Tub 

Bath Room Assessories •••• 

Electric Storage Water Heater • 

Automatic Gas Storage Water Heater ■ 

Asphalt Shingles - 210 Lbs« ■ 

Insulation - 1/2 "Bale am Wool 

Insulation - 1/2" Cabot's Quilt .••••••••• 

Insulation - Rock Wool . . 

Screens & Combination Screen A Storm Doors 

Storm Sash 

Insulating Lath Instead of Rock Lath ••••• 

Nu-Wood Instead of Lath A Plaster (Plain). 

If pull Basement Ie wanted 


DEDUCTIONS - MATERIALS AND LABOR 

If Blinds Are Not Wanted 

If Plywood Is Used Instead of Lath A • ••• 

Plaster • 


UTTLE CHUTE LUMRFS a RfEt-eftr 

little chute, wis. 

PHONE -22 


(This page to he used for reprloing. ) 
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ESTIMATED COST OF 
THE BURLINGTON 


Lumber and Roofing $1102.00 

Millwork ...... ....... 959.00 

finish Hardware - 35 .00 

Rough Hardware . 80.00 

Building Paper 17.00 

Carpentry Labor For Above 780.00 

Excavating 110.00 

Concrete Foundations and Footings 370.00 

Cement Floors 115.00 

Chimneys and Fireplace ..... 288.00 

Plastering 375*00 

Sheet Metal 48.00 

Painting 210.00 

Window Shades •••••• 15.00 

Electric Wiring 100.00 

Eleotrio Fixtures ••••••••••• 45.00 

Plumbing. Drainage, sewerage & Fuel Gas •• 450.00 

Hot-Air Furnace 202.00 


M J‘0TAI^ESTIMATE^3QST ( ^£J3TOMI]ro.<^$5302.00 

17300 Cu.Ft.. 30 .63 Cents Per Cubic Ft. 

Total Hours Carpenter Labor - 679 Hours 


EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Cost) . $ 

Air Conditioning 150.00 

Vapor Heat •••••• 325*00 

Hot Water Heat 500.00 

Oil Burner With 250-Gal .Storage Tank ••••• 235*00 

Coal Stoker - Installed • • 275*00 

Service For Electric Range 18.00 

Well Room 45.00 

Well Per Ft. 6” Drilled 2.00 

Shallow Well Head 60.00 

Deep Well Head 135.00 

Septic Tank. Steel 35*00 

Water Softener 45.00 

3-Water Service (Hot, Cold, Soft and Drinking) 24.00 

Shower Over Tub ••••••i.... 17.00 

Bath Room Assessorles 14.00 

Electric Storage Water Heater ••••••••.••• 105*00 

Automatic Gas Storage Water Heater 40.00 

Asphalt Shingles - 210 Lbs. 35*00 

Insulation - 1/2" Balsam Wool •••••••••••• 144.00 

Insulation - 1/2" Cabot «e Quilt 132.00 

insulation - Rock Wool 312.00 

Screens & Combination screen & Storm Doors 65*00 

Storm Sash 70.00 

insulation Lath Instead of Rook Lath 48.00 

Nu-Wood (Plain) Instead of Rock Lath & 

Plaster •• 22.00 

DEDUCTIONS - MATERIALS AND LABOR 

If Blinds Are Not Wanted ••••• •••••• 55*00 

If Plywood Is Used Instead of Lath A 

Plaster •• 25*00 

If Single Chimney Is Wanted Instead of 

Fireplace 250*00 

If Toilet On First Floor Is Not Wanted ... 30.00 


ESTIMATED COST OF 
THE BURNETT 

Lumber and Roofing ••••••••••.••• .... $ 645*00 

Millwork * 439.00 

Finish Hardware 23*00 

Rough Hardware 55*00 

Building Paper 10.00 

Carpentry Labor For Above 451.00 

Excavating • ••• 90.00 

Concrete Foundations and Footings ,••••••« 354.00 

Cement Floors •••••.. 101.00 

Chimney • 52.00 

Plastering • ••• 191.00 

Sheet Metal ••••••••• 25*00 

Painting 130.00 

Window Shades 7.00 

Electric Wiring .. 87.00 

Eleotrio Fixtures • •••>•• 44.00 

Plumbing, Drainage, Sewerage & Fuel Gas •• 400.00 

Hot-Air Furnace 148.00 


11800 Cu.Ft. 27*5 Cents Per Cu.Ft. 
Total Hours Carpenter Labor - 392 Hours 
EXTRAS AND ADDITIONAL - INSTALLED 


Building Permit (Fill In Cost) $ 

Air Conditioning 150.00 

Vapor Heat 150.00 

Hot water Heat 230.00 

Oil Burner With 2 50-Gal .Storage Tank • •••• 235*00 

Coal Stoker, Installed 275*00 

Service For Electric Range ••••••••• 18.00 

Well Romm 45*00 

Well, Per Ft* 6" Drilled 2.00 

Shallow Well Head 60.00 

Deep Well Head 135.00 

Septic Tank Steel 35*00 

Water Softener 45*00 

3-Water Service (Hot, Cold, Soft A Drinking) 24*00 

Shower Over Tub •••• 17*00 

Bath Room Assessorles •••••••••••••••••••• 8.00 

Eleotrio storage Water Heater • ••• 105*00 

Automatic Gas Storage Water Heater 40.00 

Asphalt Shingles 210 Lbs 27.00 

Insulation - 1/2" Balsam Wool •••••••••••• 96*00 

Insulation - Rockwool ••••••••••;••• 208*00 

Insulation - 1/2" Cabot *8 Quilt 88*00 

Screens A Combination Screen A Stoxm Doors 42*00 

Storm Sash 28.00 

Insulating Lath Instead of Rock Lath ••••• 35*00 

Nu-Wood Instead of Lath A Plaster (Plain) • 15*00 

Disappearing Bed (Rolling Type) 42.50 

DEDUCTIONS - MATERIAL AND LABOR 

If Porch 1 8 Not Wanted 65*00 

If Blinds Are Not Wanted ••••••••••••••••• 45*00 

If Plywood Is Used Instead of Lath A 

Plaster .. 20.00 
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LITTLE CHUTE LUMBER & FUEL 69 , 

LITTLE CHUTE, WiS. 

PHONE -22 


ESTIMATED COST OF 
THE SAYNER 


Lu nbor ana Roofing 

tflllwork 

rinlih mrdnre ...••••••*• 

Rough H&rdwaro 

Building Paper 

Disappearing Stairs ••••••• 

Carpentry Labor for Abort .••••••••• 

Xxoaratlng 

Concrete Foundations and Footings 

Cement Floors . *••••. 

Chimneys and Flreplaoe A Brlokwork ••••••• 

Plastering ..•••• 

8heot Metal 

Painting 

Window Shades e.....*.».ee* 

Sleotrlo Wiring ••••••••••.• •••••••• 

Xleotrlo Fixtures • ••• 

Plumbing, Drainage, Sewerage A Fuel Cas •• 

Hot-Air Furnaoe . • •• 

TOTAL 5XTHXATBD COST OF BUILDUP ... 


*1025.00 

935.00 

40.00 

80.00 
20.00 

40.00 

702.00 

98.00 

421.00 

97.00 
363*00 

325.00 

30.00 

200.00 
15*00 

100.00 

45.00 

420.00 

208.00 
>5164.00 


16850 Cu.Ft 30.64 Cents Per Cu.pt. 

Total Hours Carpenter Labor - 610 Hours 


XXTRAS AHD ADDITIOHAL - IX3TALI2D 
Building Pezmlt (Fill In Cost) | 

Air Conditioning ••.... 150.00 

Vapor Heat 310.00 

Hot Water Heat ••••••••••.. 460.00 

Oil Berner With 290-Oal .Storage Tank ••••• 235*00 

Coal Stoker - Installed 275.00 

8errloe For Xleotrlo Range 18.00 

Well Room 45*00 

Well, Per Ft. 6" Drilled 2.00 

Shallow well Head •••• 60.00 

Deep Well Head 135.00 

Septlo Tank, steel 35*00 

Water Softener 45*00 

3-Water 8errioe (Hot, Cold, Soft A Drinking) 24.00 

Shower Over Tub 17.00 

Bath Room Accessories 8.00 

Xleotrld 8torage water Heater 105*00 

Automatic Oas Storage water Heater 40.00 

Asphalt Shingles - 210 Lbs. ••••••••.•••.• 30.00 

Insulation - 1/2* Balsam Wool 140.00 

Insulation • 1/2" Cabot *s quilt •••••••••• 130.00 

Insulation - Rook Wbol 300.00 

Screens A Combination Soreen A Storm Doors 76.00 

Stord Sash a....#........*. ........ 60.00 

Insulating Lath Instead of Rook Lath ..... 50.00 

Hu-Wood Instead of Lath A Plaster (Plain). 20.00 

BSDDCTIOHS - MATERIALS AID LABOR 

If Poroh Is Hot Wanted ••••• 140.00 

If Blinds Are Hot wanted 55*00 

If Plywood is Used Instead of Lath A 

Plaster •• 30.00 


LITTLE CHUTE LUMBER & FUEL €0. 

LITTLE CHUTE, WIS. 




ESTIMATED COST OF 
THE CEDAR LAKE 

Lumber and Roofing ••••••• 

Ulllwoxk 

Finish Hardware 

Rough Hardware •••••< 

Building Paper 

Carpentry Labor For Above •••••••••• 

Xxoavatlng •••••••••• •••••••••• 

Concrete Foundations and Footings • • 
Cement Floors 


• 532«00 - 
**• 00 - 

25.00 “ 

29.00 - 

10.00 ' 
370.00- 

50.00 ' 

299.00 - 

38.00 - 


Chimney 50.00 

Plastering 160*00 " 

Sheet Ketel 10.00 *" 

Painting 120.00 - 

Window Shedee 5*00 

Xleotrlo Wiring , 53*00 

Xleotrlo Plxtoree 25*00 

Plumbing, Drainage, sewerage & Puel see •• 400.00 

Hot-Air furoaoo 145.00 

—(BB ^OTA^STmj^^OS^Mr B B21®g^j i| |2686jO^ 

8000 Cu.pt. 33*58 Cento Per Cu.pt. 

Total Houra car penter laoor - 322 Houre 

S3TRA8 AXD ABDITIOHAL • XX8TALXXD 


Building pemlt (P1U In Coot) # 

Air Conditioning l£>»00 

Taper Heat 120.00 

Hot WUter Heat 190.00 

Oil Burner With 250-Oal.stoxege Tank ...... 23 5* 00 

Coal stoker, Installed 275*®® 

Serrloo Tor Sleotrlo Range* 18.00 

Wall Boo. 45*®® 

Well, Per Tt. 6* Drilled 2*00 

Shallow Well Bead 60,00 

Deep Well Head 135*®® 

Septlo. Tank Steel 35*®® 

WUter softener .*•«... *5*®0 

3-water Serrlee (Hot, Cold, Soft A Drinking) 24.00 

Shower Over Tub 17*00 

Bath Rood Aosesoorles ......•*.#•*•••«••»* 8.00 

Bleotrlo Storage Water Heater 105*00 

Autonatlo Oae storage WUter Heater ....... 40.00 

Aephalt Shingles - 210 the 25.00 

insulation - l/2« Balsas Wool 84.00 

Znoulatlon - 1/2* Cabot’s Quilt ••*•••.••• 77*®® 


Insulation - Rook wool 

Soroone A CoDblnatlon screen A Storm Deers 

Storm Sash ••••* 

Insulation lath inetoad of Book lath 

0.8.SU11S A Collins *•#• 

Hu-Wood (Plain) instead of lath A Plaster. 

If pull Basoment la Wonted 

If Disappearing Bed is WUntea (Roller Type) 


182.00 

48.00 

30*00 

32*00 

10*00 

175*«0 

42*50 


BDUCTX0B8 - HATH RIALS AID LABOR 

If poroh Is Bet Wonted 75*®° 

If Bllnde Are Bot wanted 15*®® 

If Plywood is Used instead of lath A 

Plaster .. 15*®® 


ESTIMATED COST OF 
THE SAYNER 

Lumber and Hoofing •.••••• — 

llillworic ••••• •* 

Finish Hardware ••••• 

Rough Hardware ••••••••••«• ••••••••• * 

Building Paper M, *‘ 

Dieappearing Stairs 

Carpentry Labor For Above 

Excavating * 

Concrete Foundation* and Footings • •• 

Cement Floors 

Chimneys and Fireplaoe A Brickwork — 

plastering 

Sheet Metal — 

Painting •••••> 

Window Shades • • 

Xleotrio Wiring • — 

Xleotrio Fixture* — 

Plumbing, Drainage, sewerage A Fuel Gaa 

Hot-Air Mumaoe *■ 

TOTAL ESTIMATED (X)3T OP BUILDUP 

13850 Cu.Ft. Cent* Per Cu.Ft. m . — 

Total Hours Carpenter Labor - 610 Hours 

EXTRAS AND ADDITIONAL - IN3TALU6D 

Building permit (Fill Iu Cost) .. 

Air Conditioning 

Vapor Heat 

Hot Water Heat 

Oil Burner With 2 90-flal. Storage Tank 

Coal stoker - Installed 

Servioo For Xleotrio Range 

well Room 

Well, Per Ft. 6« Drilled — 

Shallow well Head 

Deep Well Head 

Septio tank, Steel 

Water Softener • 

3-W.t.r S.rTloe (Hot.Cold.Soft ft Drinking) 

Shower 0 ter Tub 

Bath Room Assessories 

Xleotrio Storage Water Heater 

Autcmatio Gas Storage water Heater 

Asphalt Shingles • 210 Lbs. ••••••••• " 

insulation - l/2* Balsam Wool ♦ 

Insulation - l/2« Cabot •* quilt 

Insulation - Rook Wool 

Soreens A Combination Soreen A Storm Doors 

Storm Sash •••••••••••••••• ' 

Insulating Lath Instead of Rock Lath 

Ku-Wood instead of lath ft Plaster (Plain) 


DEDUCT I0HS - MATERIALS AMD LABOR 

If poroh Is Hot wanted 

If Blinds Are Hot Wanted 

If Plywood Is Used Instead of lath ft 

plaster 


ESTIMATED COST OF 
THE CEDAR LAKE 

Lumber and Roofing 

Millwoxk — 

Finish Hardware 

Rough Hardware — 

Building Paper 

Carpenter Labor For Above 

Excavating 

Concrete Foundations and Footings •••- 

Cement Floors 

Chimney 

plastering 

Sheet Metal • — 

Painting 

Window Shades 

Xleotric Wiring 

Electric Fixtures — 

plumbing, Drainage, Sewerage & Fuel Gas 

Hot-Air Furnace ••••••• 

TOTAL ESTIMATED COST OF BUILDING ■ 

8000 Cu.Ft. Cents Per Cu.Ft. * 

Total Hours caip enter Labor - yZ2 Hours 

EXTRAS AND ADDITIONAL - INSTALLED 

Building Permit (Fill In Cost) 

Air Conditioning * 

vapor Heat •••••••••• 

Hot Water Heat 

Oil Burner With 29>-Gal .Storage Tank ..... 

Coal Stoker, Installed •••••••••«• •*•••••• 

Service For Electric Range 

Well Room 

Well, Per Ft. 6 " Drilled 

Shallow Well Head 

Deep Well Head 

Septio Tank Steel ••••• •••• 

Water Softener * 

3 -Water Service (Hot, Cold, Soft & Drinking) 

Shower Over Tub 

Bath Room. Assessories 

Slootrlc Storage Water Heater 

Automat io Gas Storage Water Heater ...•••• 

Asphalt Shingles - 210 Lbs 

Insulation - 1/2* Balsam Wool ••••••••••••—— 

Insulation - l/2« Cabot »s quilt 

Insulation - Rock Wool •••••.••••••••••••• 

Screens .& Combination Screen h Storm Doors 

Storm Sash 

Insulating Lath Instead of Rock Lath • 

Nu-Wood (Plain) Instead of Lath A Plaster 

If Full Basement Is Wanted •••••.. 

If Disappearing Bed is wanted (Roller Tvpe), 

DEDUCTIONS - MATERIALS AND LABOR 

If porch is Not Wanted 

If Blinds Are Not Wanted * 

If Plywood Is Used Instead of La ^ a ^ ter 


(This page to be used for reprioing.) 
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JJTTLE CHUTE LUMBER & FUEL ft. 
LITTLE CHUTE, WIS. 

PHONE -22 


MATERIAL LIST SECTION 

(paqsiL. 22 Jb 69 9ndii&wsL 

COMPRISES ITEMIZED LISTS OF MATERIAL AND 
RECAPITULATED LUMBER LISTS FOR EACH DESIGN. 


MATERIAL LIST FOR THE BAYFIELD 


quantity Size 


ARTICL2 AiH) DESCRIPTION 


Feet • 


quantity Size 


ARTICLE AMD DESCRIPTION 


Feet • 


LUMBER 

Tall Plates or Sills For Foundation 

4 Pc. 2x6-14 Main Build ins Tall Plates £6 

12 Pc. 2x6-12 Main Building Wall Plates - - 144 

2 Pc. 2x10-14 Main Building Box Sills - -- -- -- -- -- -- - 47 

2 Pc. 2x10-12 Main Building Box Sills -------------- 40 

Girders and Lintles 

1 Pc. 6x8-20 Main Building 30 

Girder Posts 

1 Pc. 6x6-7 Main Building - -- -- -- -- -- -- -- -- -- 21 

Floor Joists, Headers and Trimmers 

51 Pc. 2x10-12 First Floor Main Building - -- - 1020 

5 Pc. 2x10-10 First Floor Main Building 83 

5 Pc. 2x10-8 First. Floor Main Building - - 67 

2 Pc. 2x10-14 Second Floor Main Building 47 

54 Pc. 2x10-12 Second Floor Main Building 1080 

5 Pc. 2x10-8 Second Floor Main Building ------------- 6 7 

Ceiling Joists 

17 Pc. 2x6-16 Main Building 272 

2 Pc. 2x6-12 Main Building - -- -- -- -- -- -- -- -- -- 24 

6 Pc. 2x6-10 Main Building ------------------- 60 

7 Pc. 2x4-8 Front porch -------------------- 37 

Outside Studs 

124 Pc. 2x4-8 Main Building - 661 

30 Pc. 2x4-14 Gables - -- -- -- -- -- -- -- -- -- -- - 28 0 

2 Pc. 2x4-12 Porch Gables - - 16 

40 Pc. 2x4-8 Dormers - -- -- -- -- -- -- -- -- -- -- - 213 

Inside Studs 

74 Pc. 2x4-8 First Floor 395 

4 Pc. 2x6-8 First Floor - -- -- -- -- -- -- -- -- -- - 32 

70 Pc. 2x4-8 Second Floor ------------------- 373 

13 Pc. 2x4-10 Second Floor ------------------- $7 

5 Pc. 2x6-8 Second Floor ------------------- 40 

Stud and Partition Plates 

32 Pc. 2x4-14 Outside Walls --------------- ---- 299 

30 Pc. 2x4-12 Inside Partitions ----------------- 240 

2 Pc. 2x6-10 Inside Partitions ----------------- 20 

Rafters • 

28 Pc. 2x6-20 Main Building 560 

18 Pc. 2x6-16 Main Building - - ---- - 288 

3 Pci 2x4-12 Main Building Front Dormers ------------ 24 

3 Pc. 1x4-10 Ceiling Joist Hangers --------------- 10 

7 Pc. 2x4-9 Front Porch -------------------- 42 


Step and Stair Carriages 

2 Pc. 2x10-14 Cellar Stairs 47 

2 Pc. 2x10-16 Main Stairs --- — -------- — - - - - - 53 

1 Pc. 2x6-16 Stairs Platform -------------- - - - - 16 

Sheathing, Boards, Sub-flooring, Furring, Eto., 

600 Ft I 1x4 Roof Sheathing S. 2 .S. Spaced 2* - -- -- -- -- - 600 

400 Ft. 1x6 Roof Sheathing D&M - -- -- -- -- -- - - -- - 400 

1260 Ft. 1x6 Sub-flooring S.2.S.Both Floors - -- -- -- -- - 1260 

1900 Ft. 1x8 Box Sheathing 0«S .Walls Shiplap - -- -- - - - - - 1900 

100 Ft. 1x6 Ribbons, Backing & Furring -------- 100 

1100 Lin.Ft. lxl Ground (Around Inside Openings) ---------- 92 

104 Ft. 1x4 Bridging 104 

74 Ft. 1x2 Floor Stripping Second Floor ----------- 74 

-Siding For Outside Walls- 

-1775 Ft. 3/4x8" Bev. Siding 8£" Exp. r Clear -- - 1775 

Flooring and Ceiling 

1250 Ft. 13/16x2 i F. Clear Oak or Maple Flooring - -- — - - 1250 

110 Ft. 5/Sx3i Ceiling Porches - -- -- -- -- -- -- - - - - - 110 

Shingles 

9750 5-2 #1 .Shingles For Roof Laid 4^" Exp. (11 Squares) 

Outside Finish Lumber 

52 Ft. 1x8 Facias 52 

40 Ft. 1x3 Facias — ---------------- - - - - 40 

50 Ft. 2x2 Porch Trellis - - 50 

1 Pc. 4x6-16 Porch Lintle --------------- ---- 32 

1 Pc. 4x6-12 Porch Lintle ------------------- 24 

1 Pc. 1 ±x 8-12 Porch Lintle Frieze, Cut to Plan 10 

2 Pc* lJx3-8 Porch Lintle, Frieze, Cut to Plan --------- 13 

2 Pc. 6x6-8 Porch posts - - — — - -- -- - 45 

2 Pc. 3x6-8 Porch Pilasters — - -- -- 24 

30 Ft. 1x4 to 1x10 Miscellaneous O.S*Finish ------------- 30 

Inside Finish Lumber 

4 Pc. 1x12-10 Shelving — - — — - — - -- - 40 

3 Pc. 1^x10-14 Cellar -stair Treads — 44 

3 Pc. 1x8-14 Cellar Stair- Risers 28 

1 Pc. 1x10-4 Cellar stair Stringers - ----------- 3 

2 Pc. 2x4-12 CellarStair Rails ----------------- 16 

1 Pc. 4x4-20 Cellar Stair Posts — — - - - - 2 7 

Miscellaneous 

2000 Sq.Ft. Insulating Material ------------ 


quantity Size 


ARTICLE AND DESCRIPTION ' 


Price 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation I-3-5 Mixture 73O Cu.Ft. 

21-1/2 Cu.Yds. Crushed Stone or Gravel - - - - ^_ 
13 Cu.Yds. Coarse Sand 

30-1/2 P.bls • Portland Cement - 

Stone Work 

170 Sq.Pt . 4" Flag Stone - - 

Cement Floor and Steps 1-3-5 Mixture 666 Sq*Ft. 
6-3/4 Cu.Yds. Crushed Stone or Gravel -----_ 

4-1/2 Cu.Yds. Coarse Sand 
10-1/4 Pbls Portland Cement - 

Iron and Steel 

2 6x3xl/4" Steel Plates 

Chimneys and Fireplace 

4200 Common Brick 

60 Face Brick Fireplace ------_ 

120 Fire Clay Brick - 

4-1/2 Cu.Yds. Sand - - -_ 

4-1/2 Bbls. Lime -_ 

1 Bbl. Portland Cement 

40 Lbs. Fire Clay - -- -- -- -- -- ■«_ 

48 Lin.Ft .8xl2"Flue Lining - -- -- -- -- -i_ 
1 Damper - 

1 Ash Dump - 

1 Cleaqout Door - -- -- -- -- i_ 

1 4x4xl/4" 3/8 Angle Iron 

Plastering 

490 Yds. Rock Lath plaster Base -----_ 

490 Yds. Gypsum Blaster 2 coats 

45 Lbs. 1-1/8" 13 Gauge 5/16" Flat Head 

Smooth Diamond Points - - 
110 Ft. Metal Corner Beads 


FINISH HARDWARE 

4 Cellar Sash Sets 

4-1/2 Pr. 4x4 Door Butts - -- -- -- -- -- 
11 Pr. 3-1/ 2x3 -1/2 Door Butts 

5 Pr. 2-1/2 Cupboard Door Eutts, Narrow - - 
I Pr. 3-l/2x3-l/2 Bath Room Door Butts, ----- -^ 
1 Pr. 2-1/2 Medicine Cabinet Butts, Narrow 
1 Front Door Lock Set 

1 Grade Door Lock Set 

9 Inside Door Lock Set 

1 Bath Room Door Lock Set, 

1 Inside Door Lock Set For pr.Doors 

1 Single French Door Lock Set 

1 Set I-3/8" Floor Double Acting Hinge - - - ■=_ 

2 Push Plates ----------n_ 

14 Sash Locks 

28 Sash Lifts 

2 Sa3h Lifts, Bath Room 

1 Sash Lock, Bath Room 


2 

2 

3 

1 

2 

12 

1 

4 Doz. 

8 Sets 

Rough Hardware 

3 Hanks 

2Q l/2xl6" 

8 £c2*" 

1 6x6 

1 H 

375 Lbs. 


Flush Bolts ----------- 

Drawer Pulls' - -- -- -- -- - 
Cupboard Turns --------- 

Cupboard Turn, Med .Case - - - - - 
Elbow Catches ---------- 

Metal Base Knobs -------- 

Metal Base Knob, Bathroom - - - - 
Coat and Hat Hooks ------ ^ 

Window Blind Hangers ------ 

Sash Cord --------- 

Anchor Bolts with Nuts & Washers- 
Lag Screws ----------- 

post sockets ---------- 

Cap for 6x6 Post -------- 

Sash Weights ---------- 


BUILDING PAPER 

4 500 Ft .Rolls 50# Building Paper For Walls - - 

2 50° Ft. Rolls 50# Building Paper For Floors - - 

SHEET METAL MATERIAL 

50 Ft. 14" Valley Tin - - 

170 Pc. 12x16 Tin Shingles - -- -- -- -- - 

6 Pc. 2" Galv.Iron pipe 6" Long Threaded 

1 End - 

60 Ft. 3" Conductor Pipe ------- - - 

12 Pc. 3" Elbows 

1-1/2 Doz. 3" Conductor Pipe, Hooks - - - - * ~ 

6 Pc • 3" Strainers - -- -- -- -- -- - 

6 Pq. 3" Shoes - -- -- -- -- -- -- - 

12 Ft. 3^x12" Vents For Gas Range ------ - 

NAILS 

70 Lbs. 20d Common Nails 5 Lbs.lOd Finish Nails 
30 Lb8.l6d Common Nails 10 Lbs. 8d Finish Nails 

70 Lbs.lOd Common N^ils 10 Lbs. 6d Finish Nails 

135 Lbs. 8d Common Nails 5 Lbs • 4d Finish Nails 

5 Lbs. 6d common Nails 2 Lbs .7/8 "Finish Brads (16 Gauge) 

5 Lbs.lOd Casing Nails 5° Lbs. 3d Galv. Shingle Nails 

35 Lbs. 8d Casing Nails 5° Lbs. od Coated Nails 

5 Lb. 6d Casing Nails TOTAL PRICE 

PAINT, VARNISH, ETC . 

7 Gals. Outside Body Paint 2 coats - - r 

2 Gals. Outside Trim Paint 2 ooats - - - 

1/2 Gals • Porch Ceiling Paint ------ - 

1-1/2 Gals. Blind or Shutter Paint - - - - - 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

4 Gala • Inside Varnish - -- -- -- - - 

4 Gals. Floor Varnish --------- - 

1/2 Gals. Spar Varnish --------- - 

1/4 Gals. Shellac ----- ------- - 

2 Gals. Liquid V'ood Filler - - - 

1/2 Gals. Flat White - 

1 Gals. White Enamel - -- -- -- -- - 

2 Gals. Boiled Linseed Oil ------ - 

2 Gals. Turpentine ---------- - 

25 Lbs. Putty - 

urm ewure lu»um & ee> 

LITTLE CHUTE, WIS. 
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BAYFIELD 


MATERIAL LIST FOR THE BAYFIELD 

(CONTINUED) 


Quantity Size 


ARTICLE ATCD DESCRIPTION 


MILLWORK 


Outside Millwork and Mouldings 


160 Lin.Ft • 

70 Lin.Ft . 

50 Lin.Ft. 

50 Lin.Ft. 

20 Lin.Ft. 

1 (See plan) 




Bed Moulding 

Moulded Wood Gutter . Complete v.Ith Metal Fittings- 

Cove Moulding - yyx $(s. 

1/4 Round Moulding 
Drip Cap - - - - - 
Front Entrance & Frame For 3/0x6/8xl-3/4 Door - 


Y/vX/. ~ys. . . . 




. . //. 


Outside Door Frames 
1 2/8x6/8xl-3/4 Grade Door Frame 

1 2/8x6/8xl-3/4 French Door Frame D.C. 

Window and Sash Frames 

4 10x16x1-1/8 3 Lt .Cellar Sash Frames Plank ---------- 

12 Lt.Ck.Rail Window Frames P&P D.C. ------ 

12 Lt.Ck.Rail Window Frames P&P D.C* ------ 

12 Lt.Ck.Rail Window Frames P&P D.C* ------ 

12 Lt.Ck.Rail Window Frames P&P D.C. ------ 

2 Lt.Ck.Rail Window Frames P&P D.C* ------- 


4 10x12x1-3/8 

5 8x12x1-3/8 

2 9x12x1-3/8 

3 8x10x1-3/8 

1 32x16x1-3/8 

Windows and Sash 

4 10x16x1-1/8 
10x12x1-3/8 
8x12x1-3/8 
8x10x1-3/8 
9x12x1-3/8 
32x16x1-3/3 


3 Lt .Cellar Sash Glz* --------- 

12 Lt.Ck.Rail Window Glz. - - - 

12 Lt.Ck.Rail Window Glz. 

12 Lt.Ck.Rail Window Glz. ------- 

12 Lt.Ck.Rail Window Glz. - - - 

2 Lt.Ck.Rail Window Glz. Div. 12 Lts. - 


Blinds 
4 Pr. 

1 Pr. 

2 Pr. 

1 Pr. 


Blinds For 10x12 - 12 Lt .Windows 

Blinds For 8x12 - 12 Lt .Windows 

Blinds For 9x12 - 12 Lt .Windows - - - - 

Blinds For 32x16 - 2 Lt .Windows - 

Doors and Jambs For Main Rooms First Floor 
1 3/0x6/8xl-3/4 Front Door Glz. See Plan ------- 

1 ^6x6/8xl-3/8 Inside Door panelled - -- -- -- -- 

1 2/8x6/8xl-3/4 French Door Glz. See Plan ------- 

1 Set 7/8x5- 5/8 Door Jambs For 2/ 6x6/8 Door - - 

1 set 7/8x5- 5/8 C.O. Jambs For 3/0x6/8 Opg - 

1 Set 7/8x5- 5/8 C.O. Jambs For 4/0x6/8 Opg. 

For Balance - First Floor 

1 2/8x6/8xl-3/4 Rear Door Glz. ------------ 

2 2/6x6/8xl-3/3 Inside Door Panelled - - J 

1 2/4x6/8xl-3/8 Inside Door Panelled 

1 2/0x6 /8xl-3/8 Inside Door Panelled 

1 Pr. 4/0x6/833.-3/8 Inside Doors Panelled - - - 

3 Sets 7/8x5- 5/3 Door Jambs For 2/6x6/8 & Smaller Doors 

1 Set 7/3x3-5/8 Door Jambs For 4/0x6/8 & Smaller Doors - - - 

1 Set 7/8x3-5/8 Door Jamb For ^43c6/8 Door 

Doors and Jambs For second Floor 

A 


Jf 

V 

f 


2/6x6/6xl-3/8 Inside Door Panelled ------ 


2 

3 2/0x6/6xl-3/8 Inside Door Panelled 

1 l/6x6/6xl-3/8 Inside Door Panelled ----- 

5 Sets 7/8x5- 5/8 Door Jambs For 2/6x6/6 & Smaller Doors 

1 Set 7/8x3-5/8 Door Jambs For l/6:c6/6 Doors 

1 10x16-7/8 Pipe Door, Jamb & Trim 

Interior Finish: Main Rooms, First Floor 


1 

1 

1 

1 

2 

4 

84 Lin.Ft. 


Sides of Trim For 3/0x6/8 Door 
Sides of Trim For 2/3x6/8 Door 
Sides of Trim For 2/6x6/8 "»or 
Sides of Triiid For 3/O76/8 C.O. 
Sides of Trim For 4/O3C6/8 C.O. 
Sides of 
Base 


f Trim For 10:cl2 - 12 Lt .Window ------ 

. -1 - - - 


LITTLE CHUTE LUMBER l FUEL 60. 
LITTLE CHUTE, WIS. 
PHONE -22 
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PRICE 
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MATERIAL LIST FOR THE BAYFIELD 

(CONTINUED) 


Quantity Size 


ARTICLE AND DESCRIPT IOl 




84 Lin.pt, Ease Shoe - - - - 

100 Lin.pt. Picture Mould - - 

1 Pc. 3/6 Thresholds --------- 

1 Pc. 3/0 Thresholds --------- 

Interior pinish: Balance of Rooms, First Floor 


PRICE 


AMOUNT 


1 

5 

2 
1 
1 
1 
1 

3 

1 

96 Lin.pt. 

122 Lin.pt. 

44 Lin.pt. 

34 Lin.Pt. 

26 Lin.pt. 

1 Pc. 3/0 
26 Lin.pt. 

Interior Finish: Second Floor 

4 
4 
1 

2 
1 
3 
2 
2 

154 Lin.Pt. 

184 Lin.pt. 

30 Lin.Pt. 

124 Lin.Pt. 

22 Lin.Pt. 

30 Lin.Pt. 

Main Stair 
1 
1 
1 
7 
10 
1 

6 Lin.pt. 

12 Pc. 32" 

10 Lin.Pt. 

80 Lin.Pt. 

4 Lin. Ft . 

30 Lin.Pt . 

4 Lin.pt. 

2 Sets of 3 
Miscellaneous 
10 Lin. Ft. 

2 Pc. 3/0 
16 Lin.Pt • 

20 Lin.pt • 

4 Pr. 

Cabinets 
1 
1 

1 3/Ox8/2 


Sides of Trim For Q/8x6/8 Door ------ 

Sides of Trim For 2/6x6/8 Door ------ 

Sides of Trim For Q/4x6/8 Door ------ 

Sides of Trim For 2/0x6/8 Door ------ 

Sides of Trim For 4/0x6/8 Door ------ 

Sides of Trim For 2/0x6/8 Closet Door - - - 

Sides of Trim For 4/0x6/8 Closet Door - - - 

Sides of Trim For 8x12 - 12 Lt .Windows - - 

Sides of Trim For 32x16 - 2 Lt .Window 

Base - J X 

Base Shoe ------- -------- 

Picture Mould --------------- 

Chair Rail Kitchen - 

Hook Strips - -- -- -- -- -- -- -- - 

Thresholds - -- -- -- - / 

Closet Base ----- - * 5 ^- 




// 


Side 3 of Trim For Q/6 x 6/6 Doors - - - - 

Sides of Trim For 2/0x6/6 Doors 

Sides of Trim For l/6x6/6 Doors - 

Sides of Trim For 2/0x6/6 Closet Doors 
Sides of Trim For l/6x6/6 Closet Doors 
Sides of Trim For 8x10 - 12 Lt.VTindows 
Sides of Trim For 9x12 - 12 Lt .Wind owe 
Sides of Trim For 8x12 - 12 Lt .Windows 
Base - ^ - - - - - 

Base Shoe ------ - ? -r/- ------ 

Closet Base - - - Jr/JL 

Picture Mould ------------- 

Chair Rail Bathroom - -- -- -- -- - 
Hook Strips ------- ■ V - - 


// 


2L. 


- 


! a .Xr y 

. . 


Pilaster Newel «■ - - - 
Angle Newel ------ 

Landing Newel - - - - - 
Treads -------- 

Risers -------- 

Landing Treads 
Rail - - 
Balusters 
Nosing - 
Cove - - 

Face Mould - - - - 
Wall String (2 Mem.) 
Face String - - - - 
Winders - & ^ - 

Stair Cove Moulding - - 

Landing Treads - 

Shelf Cleats - - - 

Closet Pole - 
Closet Pole Rosettes - 






./O.O. . 



. y<. . . st . 


. . . / JU. . - 

. ./few - - - 


1£T 


Mantle Shelf with Trim ----- 

Medicine Cabinet ------------- 

Combination Kitchen Cabinet and Worktable - 


LITTLE CHUTE LUMBER & FUEL 69. 
LITTLE CHUTE, W!S. 
PHONE -22 
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THE BAYFIELD 


THE BAYFIELD 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity Size 


Where Used 


Kind 

Feet 

Price 

Amount 

Price 


Amount 
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1 

PC. 

1 

PC. 

2 

Pc. 

6 

PO. 

1*7 

Po. 

5 

Pc. 

10 

Pc. 

28 

Pc. 

36 

Po. 

4 

Pc. 

14 

Po* 

8 

Pc. 

9 

Po. 

62 

PC. 

35 

Pc. 

13 

Pc. 

7 

Po. 

315 

Po. 

3 

Po. 

600 

Ft. 

400 

Ft# 

1360 

Ft. 

78 

Ft# 

74 

Ft# 

1900 

Ft# 

1100 

Lin 

1775 

Ft. 

1250 

Ft. 

110 

Ft. 


6x8-20 

6x6-7 

2x10-16 

2x10-14 

2x10-12 

2x10-10 

2x10-8 

2x6-20 

2x6-16 

2x6-14 

2x6-12 

2x6-10 

2x6-8 

2x4-14 

2x4-12 

2x4-10 

2x4-9 

2x4-8 

1x4-10 

1x4 


Girder Post -------- 

Carriages --------- 

Carriages Joists, Sills - - 
joists 8c Sills ------- 

joists ----------- 

joists ----------- 

Rafters - -- -- -- -- - 
Rafters & Ceil.Joists - - - 
Plates ----------- 

Plates 8 s Ceil.Joists - - - - 
Plates 8c Ceil.Joists - - - - 
Studs - -- -- -- -- -- 
Studs & Plates - - - 


1x6 
1x6 
1*3 
1x2 
1x8 
Ft# lxl 
3/4x8 


5/8*3* 

11 Squares 5-2 


52 Ft. 
40 Ft# 
50 Ft. 

1 Po* 

1 Po. 

2 Po. 
2 Po. 


Studs ------------ 

Rafters ----------- 

Studs & Ceil.Joists - - - - - 

Hangers - - - — — - 

S .2 #3 •Roof Sheathing - - - - - 

Dm Roof Sheathing - 

S .2 *S .Sub-flooring, Etc*, - - 

Bridging - 

Floor Stripping ------- 

Shiplap Sheathing ------ 

Grounds - - --------- 

Bevelled Siding ------- 

13/1 6x2i F .Flooring - - — — 

Ceiling ----------- 

Wood Shingles -------- 

Outside Finish ------ — 

Outside Finish -------- 

Outside Finish (Trellis) - - - 
Outside Finish -------- 

Outside Finish -------- 

Outside Finish -------- 

Outside Finish -------- 

Outside Finish - 
Outside Finish -------- 


1x8 

1x3 

2x2 

4x6-16 

4x6-12 

6x6-8 

3x6-8 


1 Pc.l±x8-12 


2 Po. lix8-8 


30 Ft .1x4 


4 Po. 
3 Po# 
3 Po. 

1 Pc. 

2 Po. 
1 Po. 


1x12-10 
1^x10-14 
1x8-14 
1x10-4 
2x4-12 
4x4-20 


Inside Finish 
Inside Finish 
Inside Finish 
Inside Finish 
Inside Finish 
Inside Finish 


//, 


If Asphalt Shingles Are Used For The Roof Instead of Wood as listed, 00 — & 


DEDUCT! 

600 Ft. 1x4 S*2.S.Roof Sheathing 

11 Squares 5-2 Wood Shingles 


ADDf 

900 Ft . 1x6 

11 Squares 
1100 Ft. 


D&M Roof Sheathing 

Asphalt Shingles (with nails) 

Asphalt Felt. 
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LITTLE CHUTE LUMBER & FUEL £8. 
LITTLE CHUTE, WIS. 
PHONE -22 


BAYFIELD 


MATERIAL LIST FOR THE SILVER LAKE 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet « 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet « 


LUMBER 

Wall Plates or Sills For Foundation 

10 pc. 2x6-16 Main Building Wall Plates --------- 160 

2 Pc. 2x6-14 Main Building Wall Plates ------ - - 2o 

8 Pc. 2x6-12 Main Building Wall Plates - 96 

4 Pc. 2x10-16 Main Building Box Sills 107 

Girders and Lintle s 

1 Pc. 6x8-16 Main Building - -- -- -- -- -- -- -- >64 

1 Pc. 6x8-14 Main Building 56 

2 Pc. 2x8-12 Front Porch Roof Beam ----------- 32 

2 Pc. 2x8-10 Front Porch Roof Beam ----------- 27 

Girder Posts 

4 Pc. 6x6-7 Main Building --------------- 84 

Floor joists, Headers and Trimmers 

6 Pc. 2x10-13 First Floor Main Building (Cut) ------ 180 

23 Pc. 2x10-14 First Floor Main Building --------- 537 

37 Pc. 2x10-12 First Floor Main Building --------- 740 

12 Pc. 2x10-10 First Floor Main Building -- ----- 200 

Ceiling Joists 

42 Pc. 2x6-14 Main Building “ 5oo 

18 Pc. 2x6-12 Main Building - - 216 

4 Pc. 2x4-14 Front Porch 37 

Outside Studs 

160 Pc. 2x4-8 Main Building °53 

32 Pc. 2x4-8 Gables - -- -- -- -- -- -- -- -- - 171 

8 Pc. 2x4-10 Gables (Cut) 53 

Inside Studs 

116 Pc. 2x4-8 First Floor 619 

7 Pc. 2x6-8 First Floor ---------------- 5° 

Stud and Partition Plates 

30 Pc. 2x4-14 Outside Walls 280 

24 Pc. 2x4-12 Inside Partitions - -- -- -- -- -- -- 192 

1 Pc. 2x6-14 Inside Partitions - ---------- 14 


Rafters 

50 Pc. 2x6-16 Main Building 

6 Pc. 2x6-18 Main Building (Cut)-- 10 ° 

13 Pc. 1x4-8 Collar Beams -- 

4 Pc. 2x4-18 Front Porch (Cut) --- 

2 Pc. 2x8-12 Valley Rafters - - - 32 

Step and Stair Carriages 

2 Fc. 2x10-14 Cellar Stairs 4 < 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

1050 Ft. 1x4 Roof Sheathing S.2«S. Spaced 2* ------ 1050 

1020 Ft. 1x6 Sub-flooring S.2.S. - - * ; : 

1780 Ft. 1x8 Box Sheathing O.S .Walls Shiplar ------ 1780 

60 Ft. 1x6 Backing & Furring 7 

1000 Lin.Ft. lxl Ground (Around Inside Openings) - - 

80 Ft. 1x3 Bridging “ 

16 Pc. 1x4-12 Lookouts & Clothes Hamper - -- -- -- -- o4 

Siding for Outside Walls 

1700 Ft. 3/4x8** Bev .Siding 1** Lap 1 ' uu 

Flooring and Ceiling 

104.0 Ft. 13/l6x2i F. Flooring 

75 Ft. 5 /Bx 3± Ceiling Porches '' 

11750 5-2 #1 Shingles For Roof Laid 4-1/2** Exp .(13 Squares) 

Outside Finish Lumber lftil 

104 Ft. 1x6 Facias q a 

80 Ft. 1x10 plancier ™ 

130 Lin.Ft. 1x2 Porch Trellis ** 

32 Ft. 1x8 porch Lintle Frieze ------------ jg 

8 Ft. 1x4 Porch Lintle Soffit - - o ° 

20 Ft .1x4 to 1x10 Miscellaneous O.S .Finish --------- cu 

Inside Finish Lumber 

4 Pc. 1x12-10 Shelving 4U 

3 PdixlO-14 Cellar Stair Treads 77 

3 Pc. 1x8-14 Cellar Stair Risers 20 

2 Pc. 2x4-12 Cellar Stair Rails ------ 10 

Miscellaneous 

1800 Ft. Insulating Material - -- -- -- -- -- - 


quant ity Size ARTICLE AND DESCRIPTION 


MASONRY 

Concrete Foundation - I-3-5 .Mixture 774 Cu.Ft 
23 Cu.Yds. Crushed Stone or Gravel - - 

14 Cu.Yds. Coarse Sand -------- 

33 Bbls. Portland Cement ------ 


Price 


quantity Size 


Rough Hardware 
2-1/2 Hanks 

34 1/2x16** 

4 6x6 

4 H , 

32 l/4x2i 
1 Pr. 4*» 

275 Lbs. 


Stone Work 

70 Sq.Ft. 8** Flag Stone 


3 500 Ft .Rolls 
2 500 Ft .Rolls 


ARTICLE AND DESCRIPTION Price 


Sash Cord - -- -- -- -- -- -- 
Anchor Bolts with Nuts & washers-. 

Girder Post Sockets 

Post Caps ------------- 

Lag Screws ---_ 

T. Hinges (Clothes Hamper) - - 

Sash Weights - 

BUILDING PAPER 

50# Building Paper For Walls - - 
50# Building Paper For Floors - • 


Cement Floor and 
7-1/2 Cu.Yds. 

5 Cu.Yds. 
11-1/2 Bbls. 


Steps 13 5 Mixture 746 Sq.Ft. 
Crushed Stone or Gravel - - - - 
Coarse Sand ---------- 

Portland Cement -------- 


Chimneys 

840 

3/4 Cu.Yds. 
3/4 Bbls. 
1/4 Bbls. 

24 Ft. 8x8" 


Common Brick - 
Sand - - - - - 
Lime - - - - - 
Portland Cement 
Flue Lining - - 


Plastering 
400 Yds. 

400 Yds. 

35 Lbs. 1-1/8" 

20 Ft. 


Rock Lath Plaster Base - - - - 
Gypsum Plaster - 2 coats - - - 
13 Gauge 5/16" Flat Head Smooth 
Diamond points ------ 

Metal Corner Beads ------ 


FINISH HARDWARE 

5 Cellar Sash Sets - - - - ----__ 

2 Attic Sash Sets - 

3 Pr. 4x4 Door Butts - 

10 Pr. 3-1/2X3-1/2 Door Butts 

15 Pr. 2-1/2 Cupboard Door Butts, Narrow - - -_ 
1 Pr. 3“l/2x3-l/2 Bath Room Door Butts, ------_ 

1 Pr. '2- 1/2 Medicine Cabinet Butts, Narrow 

1 Front Door Lock Set -------- 

1 Rear Door Lock Set 

10 Inside Door Lock Sets ------- 

1 Bath Room Door Lock Set -----_ 

10 Sash Locks - -- -- -- -- --u_ 

20 Sash Lifts n -----. 

2 Sash Lifts, Bath Room ------- 

1 Sash Look, Bath Room - - - - - ■*_ 

4 Drawer Pulls - -- -- -- -- -- 

9 Cupboard Turns - -- -- -- --- 

6 Elbow Catches ----------- 

1 Cupboard Turns, Med. Case - - - 

11 Metal Base Knobs --------- 

1 Metal Base Knob (Bathroom)- - - 

4 Doz. Coat and Hat Kooks - - - - - - 

8 Sets Window Blind Hangers ------- 


50 Ft. 14" 

30 Pc. 12x16 
80 Ft. 5" 

2 Doz. 5" 

2 Pc. 5" 

8 Pc. 5" 

5 PC. 5x3" 

50 Ft. 3" 

10 PC. 3" 
1-1/2 Doz. 3 B 
5 pc. 3" 

5 PC. 3" 

8 Ft. 3^x12** 

6 Ft. 12x12 


SHEET METAL MATERIAL 
Valley Tin - - — --------- 

Tin Shingles - -- -- -- -- -- 
Gutter Eaves Trough - ------- 

Hangers -------------- 

I.S.Mitres -------- 

End Caps - 
Drop Outlets 
Conductor Pipe - 

Elbows - -- -- -- -- -- --- 
Conductor Pipe, Hooks ------- 

Strainers ------------- 

Shoe 8 - -- -- - — 

Vents for Gas Range - - 

Clothes Chute, With Door at Top 


NAILS 

75 Lbs .20d Common Nails 
25 Lbs.l6d Common Nails 
75 Lbs.lOd Common Nails 
120 Lbs. 8d Common Nails 
10 Lbs. 6d Common Nails 1 
5 Lbs.lOd Casing Nails 
30 Lbs. 3d Casing Nails 
5 Lbs. 6d Casing Nails 


5 Lbs.lOd Finish Nails 
15 Lbs. 8d Finish Nails 
5 Lbs. 6d Finish Nails 
5 Lbs. 4d Finish Nails 
Lb .Box 7/8* Finish Brads (16 Gge.) 
60 Lbs. 3d Galv. Shingle Nails 
50 Lbs. 8d Coated Nails 

TOTAL PRICE 


6 Gals. 

2 Gals. 
1/4 Gals. 

1-1/2 Gals. 
1/2 Gals. 

3 Gals. 
3 Gals . 

1/2 Gals . 
l/ 4 Gals • 
2 Gals. 
1/2 Gals. 

1 Gals. 

2 Gals • 
2 Gals. 

25 Lbs. 


PAINT , VARN I SH, ET C . , 
Outside Body Paint 2 coats - 
Outside Trim Paint 2 coats - 
Porch Ceiling Paint - - - — 
Blind or Shutter Paint - - - 
Sheet Metal Paint (Mineral) - 
Inside Varnish - - - - — - 
Floor Varnish -------- 

Spar Varnish -------- 

Shellac ----------- 

Liquid Wood Filler - - - - - 

Flat White 

White Enamel - -- -- -- - 
Boiled Linseed Oil ----- 

Turpentine --------- 

Putty 
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SILVER LAKE 


MATERIAL LIST FOR THE SILVER LAKE 

(CONTINUED) 


Quantity Size ARTICLE AND DESCRIPTION 

PRICE 

AMOUNT 

PRICE 

AMOUNT 


MILLWCRK 

Outside Killwork and Mouldings 

200 Lin.pt. Bed Moulding - - - - - 



































4 fan B/0 porch CoJuF'i’ie square — — — — — 


















Outside Door Frames 

1 3 /DttA /By! — “5 /A T?ron+. Tio n r Pramp — — — — — — — — — - — 


















Window and Sash Frames 

5 10x12x1-3/8 3 Lt gash pramia^ Plank - -- -- -- -- - 









4 30x12x1-3/8 IP L^.Ck^Rail Window F Tfi - Tnft s Pfrp p.q. ------ 









2 8x10x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. ------ 









5 8x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. - - 

2 $/0x1/6t1 -3/8 (Opg.Size) Half Circle Sash Frame D*C. ----- 

Windows and Sash 

























4 10x12x1-3/8 12 Lt.Ck.Rail Window Glz. ------------ 

2 8x10x1-1/8 12 Lt.Ck.Rail WindOY/ Glz. - -- -- -- -- -- - 

















ef 8x12x1-1/8 12 Lt.Ck.Rail Window Glz. - -- -- -- -- -- - 









2 2/6xl/3xl-3/8 (Opg.Size) Half Circle Sash Glz. See Plan - - - - 

Blinds 

3 Pr. , Blinds For 8x12 - 12 Lt .Windows - -- -- -- -- 

2 Pr. Blinds For 8x10 - 12 Lt .Windows - -- -- -- -- 

































Doors and Jambs For Main Rooms 

1 3/0x6/8xl-3/4 Front Door Glz. See Plan ------------ 

















C. Cm/ vAU/ V lilOiUO XJ vVJL 4 aiiC 

1 2/0x6/8xl-3/B Inside Door Panelled ------------- - 

3 Sets 7/8 x 5-5/8 Door Jambs For 2/6x6/8 & Smaller Doors, With Stops 

1 Set 7/8x5-?/B C.0. Jambs For 3/0x6/8 Opg. - -- -- -- -- -- 

For Balance 

1 2/8x6/8xl-l/4 Rear Door Glz. - -- -- -- -- -- -- -- -- 

































m Cm/ yjjwj/ wA* j/ “ jaw u \j x \j tea m 

1 2/8x6/8xl-l/B Inside Door Panelled - -- -- -- -- -- -- - 









P 9 /A-rA /R-r 1 1 /R Tnnide Door Panelled - -- -- -- -- -- -- - 









^ c./ UaU/ UAJL^j/ U XilOlUC JL^vUJL X tUlu u 

1 2/4x6/8x 1- 3/8 Inside Door Panelled -------------- 

2 2/0x6/8xl-l/8 Inside Door Panelled -------------- 

















Cm Cm/ V Av/ UAJh j/ J, Hu 1 Uv J/v vl JT cAUv J- A 

1 l/6x6/8xl-3/8 Inside Door Panelled - — ----------- 

















JL A/ cAv/ vA JL J/ v JL lUv v J A AAv U 









^ UV UO ^ / UA / // ^ i/vW* tl CUUU O x wA C./ VAV// w CX# AAu A JU v v J. U 

1 set 7/8x1- *?/8 Door Jambs For 2/0x6 /8 Door - -- -- -- -- -- 









A IJV V f / VA 1 V J/v v A U CWUU O x V A Cm/ v A/ v v * 

1 set 7/8x*?- t i/8 C .0 .Jambs For 2/6x6/8 One. - -- -- -- -- -- 









A U W w f / VA J J/ VJ V 9v * v vViii y 9 A’ V A fc-/ V wJj'C) • 









X A CAAU ( / J. AyO v W x , u 6— CC A A Atu 

Interior Finish* Main Rooms 

1 Sides of Trim For 3/Ox6/8 Door - -- -- -- -- 

2 Sides of Trim For 2/6x6/8 Door - -- -- -- -- 

























X O lUw u VIA A A AIU X VI A 6/ VAU/ v J/vVA 

LITTLE CHUTE LUMBER & FUEL 69. 

LITTLE CHUTE, WIS. 

PHONE -22 , 

1 






SILVER 

LAKE 


MATERIAL LIST FOR THE SILVER LAKE 

(CONTINUED) 


Quantity Size 

ARTICLE ALT) DESCRIPTION 

PRICE 

AMOUNT 


PRICE 

AMOUNT 

1 

Sides of Trim For 2>/Ox6/8 Closet Door ------ 






N 



2 

Sides of Trim For 3/°*6/8 C.O. - -- -- -- -- 









3 

Sides of Trim Por 10x12 - 12 Lt .Window ----- 









70 Lin .Ft* 

Base ---------------------- 









82 Lin.pt. 

Base Shoe -------------------- 









68 Lin. Ft. 

picture Mould ------------------ 









12 Lin. Ft. 

Closet Base ------------------- 









12 Lin. Ft. 

Hook strips ------------------- 









1 pc. Vo 

Thresholds ------------------- 









Interior Finish: 

3 

Balance of Rooms 

Sides of Trim For 2/8x6 /8 Doors --------- 









6 

Sides of Trim For 3/6x6/8 Doors --------- 









2 

Sides of Trim For 2/4x6/8 Doors --------- 









2 

Sides of Trim For 2/0x6/8 Doors --------- 









1 

Sides of Trim For l/6x6/8 Doors --------- 









1 

Sides of Trim For l/2x6/8 Doors - -- -- -- --1 

_ _ 








2 

■ 

Sides of Trim For 2/0x6/8 Closet Door ------ 









1 

Sides of Trim For 1/6 x 6/8 Closet Door ------ 









1 

Sides of Trim For 1/2 x 6/8 Closet Door ------ 









2 

Sides of Trim For 2/6x6/8 C.O* --------- 









1 

Sides of Trim For ja/x 12 - 12 Lt .Window ----- 









2 

Sides of Trim For 8x10 - 12 Lt .Window — - - - - 









5 

Sides of Trim For 8x12 - 12 Lt .Window ------ 









192 Lin.pt. 

Base ---------------------- 









234 Lin.pt. 

Base Shoe -------------------- 









132 Lin.pt. 

52 Lin.pt. 

Picture Mould - -- -- -- -- -- -- -- -- - 









Chair Rail, Kitchen & Bathroom --------- 









42 Lln.pt. 

Hook Strips ------------------- 









1 Pc. 3/0 

42 Lin.pt. 

Miscellajie ous 

1 v® 

20 Lin.pt. 

18 Lin.Pt. 

4 Pr. 

Cabinets 

1 3 Piece 

1 

Thresholds ------------------- 































































U JL11 1W WIL QQ k 

Early Delivery Cabinet - -- -- -- -- -- -- 



. 















1 5/6x8/4 

1 3/6x8/4 

J¥LW U1 V AUv vttUlUv w 

Cabinet In Dining Rook ------------- 









Combination Kitchen Cabinet and worktable See PI. 




















LITTLE CHUTE LUMBER & FUEL C9. 

LITTLE CHUTE, WIS. 

PHONE -22 
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SILVER LAKE 


rrr 


ITTTTTTTTiTTTTTTTTTt 


THE SILVER LAKE 

LUMBER LIST RECAPITULATED FOR PRICING 


^uant ity 

Size 

1 PC. 

6x8—16 C 

1 Po. 

6x8-14 c 

4 Pc. 

6x6-7 C 

6 Po. 

2*10-18 . 

4 Po. 

2x10-16 3 

2? Po. 

2x10-14 . 

37 Po. 

2x10-12 , 

12 Po. 

2x10-10 , 

4 Po. 

2x8-12 

2 Pc. 

2x8-10 

6 Po. 

2x6-18 

60 Po. 

2x6-16 

4? Po. 

2x6-14 

26 PO. 

2x6-12 

7 Po. 

2x6-8 

4 Po. 

2x4-18 

34- Po. 

2x4-14 

24 Po. 

2x4-12 

8 Po. 

2x4-10 

308 Po. 

2x4-8 

13 Po. 

1x4-8 

1074 Ft. 

1x4 

1080 Ft. 

1x6 

1780 Ft. 

1x8 

80 Ft. 

1x3 

1000 Lin 

i.Ft. lxl 

1700 Ft. 

, 3/4x8 

1040 Ft, 

, 13/16*2! 

75 »t. 

, 5/8x4» 


Where Used 


13 Squares J-2 


104 Ft. 
80 Ft. 
32 Ft. 
8 Ft. 
130 Lin. 


1x6 

1x10 

1x8 

1x4 

St. 1*2 


4 Po^ 1x12-10 
3 Pc.l±xl0-14 


3 Po, 
2 Po. 


1x8-14 

2x4-12 



Rafters & Wall Plates 
plates & Ceil.Joists 
Platee & Ceil.Joists - 
Studs 
Rafters 

Plates & Ceil. Joists 
Plates ------- 

Studs 
Studs 

Collar Beams 

S.2.S.Roof Sheathing, Lookouts - 
S • 2*S .Sub- flooring, Purring, Etc* 
Shlplap Sheathing ------- 

Bridging 
Grounds - - - . 

Bevelled Siding 
F*Flooring - - 
Ceiling, Porches 
Wood Shingles 
Outside Finish - 
Outside Finish 
Outside Finish 
Outside Finish 
Outside Finish (Trellis) - 
20 Ft *1x4 to 1x10 Outside Finish (Hisoel.) 
Shelving 
Cellar Stair 
Cellar Stair 
Cellar Stair 


If Asphalt Shingles Are Used For The Roof Instead Of Wood As Listed, 
DEDUCT 1 AlXDt 

1050 Ft. 1x4 
13 squares J-2 


S.2.S .Roof Sheathing 
Wood Shingles 


1570 Ft. 1x6 
13 Squares 
1300 Ft. 


D&X Hoof Sheathing 
Asphalt Shingles With Wails 
Asphalt Felt. 


Lliiu unuit LUM&EH & FUEL 60. 
LITTLE CHUTE, WIS. 
PHONE -22 


A 
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SILVER LAKE 


MATERIAL LIST FOR THE WEST ALLIS 



Wall Plates or Sills For Foundation , ar 

12 Pc. 2x6-14 Main Building Wall Plates 

2 Pc. 2x6-12 Main Building Wall Plates - 

2 Pc. 2x6-10 Main Building Wall Plates * 

1 pc. 2x10-18 Main Building Box Sills ^ 

1 pc. 2x10-14 Main Building Box Sills 

Girders and Lintles 72 

1 Pc. 6x8-l8 Main Building " ^ A 

3 pc. 2x8-9 Main Building " 

2 Pc. 2x6-18 Front Porch Hoof Beam ------------ 3 

1 pc. 2x6-14 Front porch Roof Beam 

2 Pc. 2x8-10 Garage Door Headers — - - --- - ( 

2 Pc. 2x4-16 Hood Beams - 

Girder posts _ 

2 Pc. 6x6-7 Main Building “ 

Floor joists, Headers and Trimmers Ann 

12 Pc. 2x10-20 First Floor Main Building “ ^ 

4 Pc. 2x10-16 First Floor Main Building 

ij Pc. 2x10-14 First Floor Main Building 

3 Pc. 2x10-12 First Floor Main Building 

9 Pc. 2x10-10 First Floor Main Building J ’£; 

4 Pc. 2x10-8 First Floor Main Building ----- ^ 

10 Pc. 2x10-16 Second Floor Main Building - fg' 

8 Pc. 2x10-14 second Floor Main Building ^ 

10 Pc. 2x10-12 Second Floor Main Building - £>•> 

14 pc. 2x10-10 second Floor Main Building 

4 Pc. 2x10-8 second Floor Main Building 

4 Pc. 2x8-14 Second Floor Main Building ‘ ~ n 

Ceiling Joists .... 

18 Pc. 2x6-14 Main Building “21 

2 Pc. 2x6-12 Main Building 

6 Pc. 2x6-10 Main Building ^ 

7 pc. 2x8-8 Main Building ---- o 

5 Pc. 2x4-14 Front Porch " 1 

Outside Studs _ _ _ onn 

26 Pc. 2x4-16 Main Building - _ ^ 

10 Pc. 2x4-9 Main Building - -- -- -- -- - 

100 Pc. 2x4-8 Main Building ^ 

40 Pc. 2x4-14 Gables “ “ 

8 Pc. 2x4-14 Dormers “ “ * 

14 pc. 2x4-8 Dormers ---------- ----- ( ; 

Inside Studs _ _ 0 qcj 

*56 Pc. 2x4-8 First Floor 

8 Pc. 2x6-8 First Floor ^ 

^8 Pc. 2x4-8 Second Floor 

28 Pc. 2x4-6 Second Floor 

5 Pc. 2x6-8 second Floor ^ 

Stud and Partition Plates _ 

28 Pc. 2x4-14 Outside Walls - OOA 

28 Pc. 2x4-12 inside Partitions *2 

3 Pc. 2x6-8 Inside Partitions ------- 


Rafters 

25 Pc* 
6 Pc. 

28 Pc. 
4 Pc. 

26 Pc. 
4 Pc. 
6 Pc. 

22 Pc. 
3 Pc. 


2x6-22 

2x6-20 

2x6-14 

2x6-12 

2x6-10 

2x4-12 

2x4-8 

1x6-8 

2x8-12 


Main Building 


55 0 


Main Building ' i?? 


Main Building 
Main Building 
Main Building - - - 
Hood ------- 

Donne rs ------ 

Roof Furring - - - 
Valley Rafters - - 


quantity Size ARTICLE AND DESCRIPTION 

MASONRY MATERIAL 

Concrete Foundation 1-3-5 Mixture 648 Cu.Ft. 

19- 1/2 Cu.Yds. Crushed Stone or Gravel ----■=- 

11-1/2 Cu.Yds. Coarse Sand -----_ 

27-1/2 Bbls. Portland Cement - - * - 

Stone Work 

30 Ft. 8" Flag Stone - ------ 

136 Ft. 4" Flag Stone - - ------- 

Cement Floor and Steps 1-3*5 Mixture 51C Jq*Ft. 
5-1/4 Cu.Yds. Crushed Stone or Gravel - — - - 

3-1/2 Cu.Yds. Coarse Sand 

7-3/4 Bbls. Portland Cement --------- 

Chimneys and Fireplace 

47OO Common Brick ---------- 

170 Face Brick Fireplace - - - ■ 

125 Fire Clay Brick Fireplace 

5 Cu.Yds. Sand ' “ 

5 Bbls • Lime ---------- 

1 Bbl. Portland Cement ------- 

40 Lbs. Fire Clay ----- 

52 Ft. 8x12" Flue Lining 

100 Pc. 4x4 Tile For Hearth 

1 Damper 

1 Ash Dump - — * 

1 Cleanout Door 

1 4x4x1/ 4" 3/8 Angle Iron --- 

2 Chimney Pots ---------- 

Plastering , A 

475 Yds. Rock Lath - Plaster Base 

420 Yds. Gypsum Plaster 2 coats - 

yds. Cement Plaster, Garage Walls & 

Ceilings 

45 Lbs. 1-1/8" 13 Gauge 5/l6 Flat Head, Smooth 

Diamond Points - - 
160 Ft. Metal Corner Beads 

FINISH HARDWARE 

4 Cellar Sash Sets * 

6 Pr. 4x4 Door Butts 

9 Pr. 3 -1/2x3 -1/2 Door Butts -- 

23 pr.^ 3x3 Casement Sash Butts ------ 

1 3x3 Casement Sash Butts,N.P»Finish 

9 Pr. 2-1/2 Cupboard Door Butts, Narrow - - 

1 Pr. 3-l/2x3-l/2 Bath Room Door Butts, - - 

1 Pr. 2-I/2 Medicine Cabinet Butts, Narrow 

1 Front Door Lock Set ------ 

1 Rear Door Look Set ------ 

2 O.S.Door Lock Set ------- 

9 inside Door Locks - - - — 

1 Bath Room Door Lock Set - - - - 

1 Set 1-3/8" Floor Double Acting Hinge 

2 Push Plates ---------- 

17 Casement Sash Fasteners, Single 

3 Casement Sash Fasteners, Double 
1 Bathroom Casement Sash Fasteners, Single 


Step and Stair Carriages 

2 Pc. 2x10-14 Cellar Stairs 
2 Pc. 2x10-16 Main Stairs - 


392 

48 

260 

32 


43 


47 

53 


Sheathing, Boards, Sub-flooring, Furring, Etc., 


700 Ft. 1x4 
36O Ft. 1x6 
1180 Ft. 1x6 
2100 Ft. 1x8 
100 Ft. 1x6 
1100 Lin .Ft. lxl 
90 Ft. 1x4 
90 Ft. 1x2 


Roof Sheathing S. 2. S. Spaced 2* - “ 

Roof Sheathing D<&M " 

Sub-flooring S.2.S.Both Floors *100 


700 

360 


Box Sheathing O.S .Walls Shiplap 
Ribbons, Backing & Furring - - 
Ground (Around Inside Openings) 

Bridging - " 

Floor Stripping 2nd Floor Only 


2100 

100 

92 

90 

90 


180 


Siding For Outside Walls 

180 Ft. 3/4x8" Be v. Siding Rustic T ' “ “ " “ 

10 Squares 25" Stained Wall Shingles Laid lc" Exp. - - - - 

Flooring and ceiling , „ , _ _ _ _ ln7n 

1070 Ft. 13A6x2i F. Flooring Clear Oak or Maple 

160 Ft. 5/fex 3i Ceiling Porches 

32 Ft. 5/8x3* Ceiling. Hood " 

Shingles 

10500 5-2 #1 

Outside Finish Lumber 


Shingles For Roof Laid 4i Exp. (Hi Squares) 


Facias & Friezes - - --- 

Facias, Dormers 

plane ier ----------- 

Garage Door Headcasing & Frieze 

Garage Door Casings - - - - 

Door Stops ---------- 

porch Lintle Frieze ------ 

porch Lintle Frieze ------ 

porch Lintle Soffit - - 

porch posts 


100 

3 

16 

12 


100 Ft. 1x6 
8 Ft. 1x4 
2 pc . 1x8-12 
12 Ft. 1x6 

2 Pc. 1x4-8 
20 Lin. Ft. 1x2 

3 Pc. 1x8-12 
14 Ft. 1x6 
14 Ft. 1x4 

4 pc. 8x8—8 - 

20 Ft .1x4 to 1x10 Miscellaneous O.S .Finish 
inside Finish Lumber 

4 Pc. 1x12-10 Shelving " 40 

3 Pc. lixlO-14 Cellar Stair Treads ------------ 44 

. 3 pc. 1x8-14 Cellar Stair Risers 

2 Pc. 2x4-12 Cellar Stair Rails 

Miscellaneous 
2200 Ft. 


24 

14 

14 

171 

20 


28 

16 



Drawer Pulls 
Cupboard Turns 
Cupboard Turn, Med .Case 
Elbow Catches - - - - - 
Metal Base Knobs - - - - 
Metal Base Knob Bathroom - 
Coat and Hat Hooks - - - 


Rough Hardware 
32 Pc. 1/2x16" 
2 H 

2 6x6 

16 1/4x2- 1/2" 


4 500 Ft .Rolls 
2 500 Ft .Rolls 


70 Ft. 

75 Ft. 14" 

130 Pc* 10x16" 
60 Ft. 5" 
1-1/2 Do 2. 5" 

11 Pc. 5" 

6 Pc o 5x3" 

60 Ft* 3" 

12 Pc. 3" 
1-1/2 Doz. 3" 

1 Pc. 3" 

6 Pc. 3" 

5 PC* 3" 

16 Ft. 3ixl2" 


Anchor Bolts with Nuts & Washers-; 
post Caps For 6x6 Posts -----. 
post Sockets -- 
Lag Screws “*= 

BUILDING PAPER 

50# Building Paper For Walls - r 
50# Building Paper For Floors - r 

SHEET METAL MATERIAL 

Metal Roofing 

Valley Tin - - - ’ 

Tin Shingles 

Gutter Eaves Trough * 

Hangers ------------- 

End Caps ------------ 

Drop Outlets ---------- 

Conductor Pipe --------- 

Elbows ------------ 

Conductor Pipe, Hooks ------ 

Funnels 

Strainers ----------- 

Shoes ------------- 

Vents For Gas Range - - - - 


75 Lbs.POd 
30 Lbs.l6d 
75 Lbs.lOd 
150 Lbs. 8d 
5 Lbs. 6d 
5 Lbs.lOd 
36 Lbs. 8d 
10 Lbs. 6d 


NAILS 


Common Nails 5 Lbs.lOd FiniBh Nails 

Common Nails 15 Lbs. 8d Finish Nails 

Common Nails 10 Lbs. 6d Finish Nails 

Common Nails 5 Lbs. 4d Finish Nails 

Common Nails 2 Lbs. 7/8"Finish Brads (16 Gauge) 
Casing Nails 50 Lbs. 3d Galv .Shingle Nails 

Casing Nails 5 Lbs . 8d Coated Nails 

Casing Nails TOTAL I RICE 


1 Gals • 

2- 1/2 Gals. 
3/4 Gals . 
1/2 Gals. 

3- 1/2 Gals. 
3-1/2 Gals. 

1/2 Gals . 
1/4 Gals. 

2 Gals. 
2-1/2 Gals. 

1/2 Gals. 
1 Gals* 

1 Gals. 

2 Gals. 
15 Lbs. 


TAINT, VARNISH, ETC. 

Outside Body Paint 2 coats 

Outside Trim Paint 2 coats -•- - — 

porch Ceiling Paint - - - -_ 

Sheet Metal Paint (Mineral) - - r_ 
Inside Varnish 

Floor Varnish — - - — - ---_ 

Spar VarniBh 

Shellac 

Liquid Wood Filler - " 

Shingle Stain For Walls Stripping 
Only — 

Flat White - - 

White Enamel — " — 

Boiled Linseed Oil - - -_ 

Turpentine - -- -- -- -- --- 
Putty - - - 


7/EST ALLIS 
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MATERIAL LIST FOR THE WEST ALLIS 

(CONTINUED) 


Quantity Size ARTICLE AND DESCRIPTION 

PRICE 

AMOUNT 

PRICE 


AMOUNT 


MILLVfORK 

Outside Millwork and Mouldings 














X 




tiu Lin .Ft • oove Moulding — — — — — — — -------- _ 









30 Lin •Ft • 1/ 4 - Round Moulding • — — — 



























tL 1 / u iiooci tO| occ rittii • • ** • • • 

Outside Door Frames 









1 3/oxo/ ^-Xi- j/4 Front Door Frame D«u» 


















Window and Sash Frames 


















5 *L/ CXJ/L-izXl— J/C vupg.bize j oasn jjrames u « - 









1 3 / 0x4/0 xl- 3/8 (Opg.Size) Sash Frames ho Head casing - - — 


















1 3/ 0x4yUxl* 3 / o \Opg •size j sasn RPSJneB jj • o • — jj- 

3 Triple l/8x4/6xl-3/8 (Opg.Size) Sash Frames D.C. - - | 

















2 Mull 1/ 4-x4/ Oxl**3/ ^ \ 0 P 6 *Slz 6) Bay oasn irauisB gee xxan — 

Louvres 









1 6"x2/6 Louvre, See Plan — — — “ — 

Windows and Sash 



























5 2 / 0 x 3 / ii'gxi-3/o vOpg.Size; sasn uiz. div. 7 l ^ s • - - - - - - 


















1 Pr. 3/Ox3/2xl-3/8 (Opg.Size) Sash Glz. Div. 6 Lts. Each Sash - - 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door Glz. See plan 

























2 2 / 0 x 0 / oxl-3/£ Inside Door panelled -------------- 

1 2/0 x 6 / 8 x 1-3/8 Inside Door Panelled - - 

















2 Sets 7/ox5~5/® Door jamos For <i/oxo/o Doors ------- 









1 Set // 0 X 3 -.?/® Door jamos j?or t/ux 0/0 jjuuxb - - - 

For Balance - First Floor 


















1 2/6x6/8xl-3/4 Garage Door Glz. --------------- 









1 2/6x6/8xl-3/4 Garage Door --------- 

1 Set 8/0x7/0 Overhead Garage Doors Complete With All Equipment 

Doors and Jambs For Second Floor 

















2 2/ox6/6xl-3/c Inside Door pane lied ------------- - 









1 2/4x6/6xl-3/8 Inside Door Panelled -------------- 

2 2/0x6/6xl-3/8 Inside Door Panelled 

















3 2/0x5/6xl-3/8 Inside Door Panelled -------------- 

7 Sets 7/8x5- 5/8 Door jambs For 2/6x6/6 & Smaller Doors - - - - - 
1 set 7/8x7- 5/8 Door Jambs For 2/4x6/6 Door - -- -- -- — - - 













- 












1 12x16 - 7/8 Pipe Door, Jamb & Trim --------- 

Interior Finish: Main Rooms, First Floor 









1 Sides 01 1 rim j»or j/vjcq/o •* • • 

2 Sides of Trim For 2/6x6/8 Door - 

















1 Sides 01 Trim j*or c/u*o/o iiour — 

1 Sides of Trim For 2/0x6/8 Closet Door ------ 

1 Sides of Trim For 3/0x4/0 (Opg.Size) Sash - - - - 

3 Sides of Trim For l/8x4/6 (Opg.Size) Triple Sash- 

1 Sides of Trim For 2/6x6/8 Cellar Door - - - - 









































90 Lin. Ft • Base ---------------------- 









100 Lin. Ft • Base Shoe -------------------- 









90 Lin .Ft. Picture Mould ------------------ 









10 Lin .Ft. Closet Base - -- -- -- -- -- -- -- - 
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MATERIAL LIST FOR THE WEST ALLIS 

(CONTINUED) 


quantity size ARTICLE AND DESCRIPTION 

PRICE 

AMOUNT 

PRICE 


AMOUNT 







\ 




Interior Finish* Balance of Rooms, First Floor 


















2 Sides of Trim For 2/6x6/8 Garage Doors ----- 

1 Sides of Trim For 3/0x3/2 (Opg.Size) Sash - - - -. 

1 Sides of Trim For 8/0x7/0 Garage Doors ----- 








i 


































■an T<n.Tft . nViol-r DqII ______________ _____ 


















interior Finish* second Floor 



























3 Sides of Trim For 2/0x5/6 Doors --------- 

















5 Sides of Trim For 3/6x3/ll£ (Opg.Size) Sash - - - 

1 Sides of Trim For 3/0x4/0 (Opg.Size) Sash - - - - 

2 Sides of Trim For l/4x4/0 (Opg.Size) Mull Sash 

(See Plan) Wide Stool, 










































1 QA Tin t*+ _ 130 op qVi no - . — — — — — — — — — — — — 









X J*T JLilIi • I 5 <xoo QilvO * * * “ • 









tv liin t • v*voc w d o * • • • ^ 









JLJ.U JjlIltJ! L • r iUOUiC JKLVU 1 U • ■ " 

o A Tin 'P+ PViq 4 — Pq 1 1 — — — — - — — - — — — 









c*t « • oiiair mix — — —— —— — — — — — — — — 









4 u xjIu • jf i# • noon otri^o — — —— — — — — — — — — 

Main Stair 









x o varying jNcwex ••••••• • 

1 Corner Casing - - - - -------------- 

















X Ul J v? lliUC ID} O wO 1 l X 1 vClU CC AID C 1 D 









XV/ i loauo • • • 









XX AlocI S -••••••- • 









x Landing liettuo • • • • • “ 

A T i n TM- Pa 11 — — — - — — — — — — — — — 









4 Xi X il • • xveLXx • " • • 









O x C • JdcLXUd 1C id - 









xv Xi xii •j? v • nvoiii^ 









OU Xi III • X L • vlJVc 









*r iilll.Jr V . HIUUAU — 









jV lilll V • ifCLXX Q Wl 1115 \ c JMLwiU • y 









T LIUmJTv • J?»wO QWI 1115 









X iilll .J| « * (ittAl flBl X 

p Wall Pail brackets - -- -- -- -- -- -- -- 









j if ClJLJk I\C* JL X DXOkvAiV vB 









£ O val i. XVA IX II xlIIVAO 









X imuu 1115 a 4 oau 









fcT Xi X 1 A •«!? v • XX vJ»vft w O 









X*t LIU .JT v . DC u jr wic 
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Cabinets 









X QO v V]/ vll ^llilia gllOIVvO — — — — — — 

1 Mantle Shelf and Trim -------------- 

















X JiLOUl Vlllv V&V lUv v 

2 2/6x8/2 Combination Kitchen Cabinet and Worktables - - - 
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WEST ALLIS 


THE WEST ALLIS 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity Size 


V/here Used 


Kind 

Feet . 

Price 

Amount 

Price 


Amount 



72 










42 










400 










30 










533 









- 

373 










260 










383 










75 










48 










27 










36 










75 










55 0 










120 










36 









- 

826 










96 










340 










128 










299 









- 

756 









- 

368 










60 










1248 









*- 

88 









- 

700 










360 









- 

1280 










1800 










68 










90 










92 










180 




















1070 









_ 

192 




















40 










126 










22 










5 









. - 

3 









. - 

171 









. - 

20 










40 










44 










28 










16 










1 Po. 

2 Pc. 

12 ?c. 

1 Pc. 
20 Pc. 
16 Pc. 

13 Pc. 
23 Pc. 

4 Pc. 

3 Pc. 

2 Pc. 

3 Pc. 

7 Pc. 
2J Pc. 

6 Pc. 
2 Pc. 

59 Po. 

8 Pc. 
34 Pc. 
16 Pc. 
28 Pc. 
8l Pc. 
46 Pc. 
10 Pc. 

234 Pc. 

22 Pc. 
700 Ft 
360 Ft. 
1280 Ft. 
1800 Ft. 
68 Ft 
90 Ft. 
1100 Lin 
180 Ft. 


6x8-18 

6x6-7 

2x10-20 

2x10-18 

2x10-16 

2x10-14 

2x10-12 

2x10-10 

2x8-14 

2x8-12 

2x8-10 

2x8-9 

2x8-8 

2x6-22 

2x6-20 

2x6-18 

2x6-14 

2x6-12 

2x6-10 

2x6-8 

2x4-16 

2x4-14 

2x4-12 

2x4-9 

2x4-8 

1x6-8 

1x4 

1x6 

1x6 

1x8 

*3 

1x2 

.Ft. lxl 
3/4x8 


Girders - - - - - 
Girders Posts - - 
Joists ------ 

Plates ------ 

Joists & Carriages 


joists --------- 

joists --------- 

Joists --------- 

Rafters - -- -- -- - 
Girders - -- -- -- - 
Girders - -- -- -- - 
Ceil.joists ------ 

Rafters -------- 

Rafters -------- 

Lintles -------- 

Rafters, Plates, Etc., - 
Rafters, Plates, Etc., - 
Rafters, Plates, Etc., - 
Plates, &. Studs - - - - 
Studs & Lintles - - - - 


Rafters, Plates, & Studs 
Studs --------- 

Studs & Rafters - - - - 
Roof Furring ------ 


Roof Sheathing ----- 
S.2.S.Suh-flooring, Etc., - 
Shiplap Sheathing - - - - - 
Bridging ---------- 

Floor Stripping - - - - 

Grounds ---------- 

Bev.Siding, Rustic - - - - - 


Stained Wall Shingles — -_ 

13/l6x2i F .Flooring 


10 Squares 
1070 Ft. 

192 Ft. 

Squares 5*2 Wood Shingles 


5 Pc. 
126 Ft. 
22 Ft. 
2 Pc. 


1x8-12 

1x6 

1x4 

1x4-8 


20 Lin .Ft. 1x2 


4 Po. 


8x8-8 


20 Ft. 1x4 to lxlC 


4 Pc. 
3 Pc. 
3 Pc. 
2 Pc. 


1x12-10 
lixlO-14 
1x8-14 
2x4-12 


Outside Finish & Porch - - - 
Outside Finish ------- 

Outside Finish ------- 

Outside Finish ------- 

Outside Finish (Trellis) - - 
Outside Finish (Porch Posts) 
Outside Finish (Miscel.) - - 

Shelving ------ - - 

Cellar Stair -------- 

Cellar Stair -------- 

Cellar Stair -------- 


If Asphalt Shingles Are Used For Roof Instead of Wood Shingles As Listed, 

DEDUCT * ADD 1 

700 Ft. 1x4 S .2.S .Roof Sheathing 10J0 Ft. 1x6 DM Roof Sheathing 

11-1/2 Squares J-2 Wood Shingles 11-1/2 Squares Asphalt Shingles, With Nails 

1150 Ft. Asphalt Felt. 
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WEST ALLIS 


MATERIAL LIST FOR THE BANCROFT 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet. 


Quantity size 


ARTICLE AND DESCRIPTION 


Feet. 


LUMBER 

Wall Plates or Sills for Foundation 

16 Pc. 2x6-16 Wall Plates - - 256 

2 Pc. 2x10-16 Main Building Box Sillo - - 53 

2 Pc. 2x10-18 Main Building Box Sills -------------- 60 

1 Pc. 2x10-10 Main Building Box Sills 17 

Girders and Lintles 

1 Pc. 6x8-18 Main Building ------------------- 72 

2 Pc. 6x8-12 Main Building ------------------- 96 

2 Pc. 2x6-16 Porch Roof Bean ------------------ 32 

2 Pc. 2x6-12 Porch Roof Bean ------------------ 34 

Girder Posts 

1 Pc. 6x10-7 Main Building ------------- - - - - 35 

4 Pc. 6x6-7 Main Building ------------------- 84 

Floor joists, Headers and Trimmers 

24 Pc. 2x10-14 First Floor Main Building ------------- 560 

32 Pc. 2x10-12 First Floor Main Building - 640 

8 Pc. 2x10-10 First Floor Main Building - ---- - 133 

Ceiling Joists 

8 Pc. 2x3-16 Main Building - - 171 

25 Pc. 2x3-14 Main Building 467 

25 Pc. 2x8-10 Main Building - -- -- -- -- -- -- -- -- -- 333 

6 Pc. 2x8-8 Main Building ------------------- 64 

5 Pc. 2x4-12 Front Porch -------------------- 40 

Outside Studs 

9 Pc. 2x4-12 Main Building 72 

142 Pc. 2x4-8 Main Building - -- -- -- -- -- -- -- — - - 757 

38 Pc. 2x4-10 Gables - -- -- -- -- -- -- -- -- -- - - - 253 

4 Pc. 2x4-12 Gables 32 

Inside Studs 

120 Pc. 2x4-8 First Floor ----- -- — - - ----- 640 

6 Pc. 2x6-8 First Floor -------------------- 48 

Stud and partition Plates 

36 Pc. 2x4-14 Outside Walls ------------------- 336 

24 Pc. 2x4-12 Inside Partitions ----------------- 192 

1 Pc. 2x6-10 Inside Partitions ----------------- 10 

Rafters 

7 Pc. 2x6-20 Main Building ------------------- 140 

43 Pc. 2x6-16 Main Building ------------------- 638 

10 Pc. 2x6-10 Main Building - - 100 

13 Pc. 1x4-12 Collar Beams ------------------- 52 

10 Pc. 2x4-8 Front Porch — 53 

2 Pc. 2x8-12 Valley Rafters ------------------ 32 


Step and Stair Carriages 

2 Pc. 2x10-14 Cellar Stairs --------------- ---- 47 

2 Pc. 2x10-16 Attic Stairs 53 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

1000 Ft. 1x4 Roof Sheathing S .2. S. Spaced 2" - -- -- -- -- - 1000 

40 Ft. 1x6 Roof Sheathing D&M - - - -- - 40 

1000 Ft. 1x6 Sub-flooring S.2.S. ------------ ---- 1000 

1800 Ft. 1x8 Box Sheathing O.S. Walls Shiplap — - -- - - - - - 1800 

80 Ft. 1x6 Ribbons, Backing & Furring -------- ---- 80 

1100 Lin .Ft • lxl Ground (Around Inside Openings) 92 

99 Ft. 1x3 Bridging - -- - 99 

Siding For Outside Walls 

1750 Ft. .3/4x8 Bev .Siding 1" Lap - -- - 1750 

Flooring and Ceiling 

1000 Ft. 13/16x2 4 F .Flooring 1000 

790 Ft. 1x6 Attic Flooring D&M - — - - - - - 790 

120 Ft. 5/8x3i Ceiling Porches — - -- — - - - - 120 

Shingles 

11500 5-2 #1 Shingles for Roof Stained 4i" Exp. (13 squares) 

Outside Finish Lumber 

100 Ft. 1x6 Facias - 100 

1 Pc. 2x4-14 Porch Rail 9 

250 Lin. Ft. 1x2 Porch Lattice - - - - 42 

25 Ft. 1x10 Porch Lintle Frieze ------------ ---- 25 

20 Ft. 1x8 Porch Lintle Frieze ---------------- 20 

10 Ft. 1x4 Porch Lintle Soffit - - 10 

4 Pc. 5*5-8 Porch Posts — - -- - — 96 

20 Ft. 1x4 to 1x10 Miscellaneous O.S.Finish --------- ---- 20 

Inside Finish Lumber 

4 Pc. 1x12-10 Shelving " - -- - 40 

3 Pc. Iixl0-12 Cellar Stair Treads 38 

3 Pc. 1x8-12 Cellar Stair Risers 24 

2 Pc. 2x4-14 Cellar Stair Rails - 19 

4 Pc. 1 £jc 10-14 Attic Stair Tread 58 

4 Pc. 1x8-14 Attic Stair Risers 37 

2 Pc. 1x10-16 Attic Stair Wall Strings --- ------- 27 

2 Pc. 2x4-14 Attic Stair Rails ----- 19 

1 Pc. 4x4-12 Attic Stair Rail posts ----------- - 16 

Miscellaneous 

1800 Ft. Insulating Material ----------- - 


Quantity Size 


ARTICLE AND DESCRIPTION 


Price 


Quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation I-3-5 Mixture 765 Cu.Ft. 

23 Cu.Yds. Crushed Stone or Gravel 
13-1/2 Cu.Yds. Coarse Sand ----------r_ 

32 Bbls. Portland Cement --------- 

Stone Work 

1 Cord Stone Slabs, Average Thickness 4" 

120 Sq.Ft. 4» Flag Stone - - 

100 Sq.Ft. 8" Flag Stone -_ 

3 Cu.Yds. Coarse Sand ------- — --_ 

2 Bbls • Lime ----- -f -------_ 

1 Bbl. Portland Cement 

Cement Floor and Steps 1-3-5 Mixture 786 Sq.Ft. 

8 Cu.Yds. crushed Stone or Gravel - - - - r 

5- 1/4 Cu.Yds. Coarse Sand ----------- 

12 Bbls. Portland Cement 

Chimneys and Fireplace 

2600 • Common Brick 

60 Face Brick Fireplace ------_ 

120 Fire Clay Brick Fireplace - - - -_ 

3 Cu.Yds. Sand ---------- - — -_ 

3 Bbls. Lime - - - - — 

1 Bbl. Portland Cement -------- - — 

40 Lbs. Fire Clay - — 

42 Ft. 8x12" Flue Lining -_ 

110 Pc. 4x4" Tile For Hearth - 

1 Damper - 

1 Ash Dump - 

1 Cleanout Door 

1 4x4xl/4" 3/8 Angle Iron - 

Plastering 

405 Yds. Rock Lath -_ 

405 Yds. Gypsum Plaster - 

40 Lbs. 1-1/8" 13 Gauge 5A6" Flat head Smooth 

Diamond Points - - - -_ 
20 Ft. Metal Corner Beads -------_ 

FINISH HARDWARE 

5 Cellar Sash sets 

4 Pr. 4x4 Door Butt b - 

8 Pr. 3 -1/2x3 -1/2 Door Butts 

2 Pr. 3x3 Casement Sash Butt b ------ ^_ 

10 Pr. 2-1/2 Cupboard Door Butts, Narrow - - i_ 

1 Pr. 3-l/2x3-l/2 Bath Room Door Butts ----- ^ 

1 Pr. 2-1/2 Medicine Cabinet Butts, Narrow -_ 

1 Front Door Lock Set - - - - - - 

1 Rear Door Lock Set -------_ 

8 Inside Doer Look Sets ------_ 

1 Bath Room Door Lock Set -■---_ 

1 Single French Door Lock Set - - i_ 

1 Set 1-3/8" Floor Double Acting Hinge - - - i_ 

2 Push plates 

2 Casement Sash Fastenerd, Single 

9 Sash Locks --- 

18 Sash Lifts 

2 Sash Lift 8, Bath Room - - - - - -_ 


1 

1 

7 

1 

3 

11 

1 

4 Doz. 

3 Sets 

Rough Hardware 

2 Hanks 

32 1/2x16" 
40 l/4x2i" 

4 6x6 

1 6x10 

4 H 

1 6x10 

250 Lbs . 


Sash Lock, Bath Room ------ 

Drawer Pulls ---------- 

Cupboard Turns --------- 

Cupboard Turn, Med .Case - - - - - 
Elbow Catches 

Metal Base Knobs -- ------ 

Metal Base Knob Bathroom - - - J 
Coat and Hat Hooks ------- 

Window Blind Hangers - - - - - - 

Sash Cord ------------ 

Anchor Bolts with NutB & Washers- 
Lag Screws ----------E 

Post sockets ---------- 

Post socket ----------- 

Post Caps -- ---------- 

T .Post Caps (See Plan) - - - - • 
Sash Weights ---------- 


BUILDING PAPER 

4 Rolls 500 Ft. Building Paper For Walls 50# • “ 

2 500 Ft .Rolls 5°# Building Paper For Floors - - 

SHEET METAL MATERIAL 

50 Ft. 14" Valley Tin - - — - 

50 Pc. 12x16" Tin Shingles - -- -- -- -- - 

5 Pc. 2" Galv.ircn Pipe 6" Long Threaded 1 End - 

56 Ft. 3" Conductor Fipe - -- - -- -- - 

10 Pc. 3" Elbows - 

1 Doz«3" Conductor Pipe, Hooks ----- - 

5 Pc. 3" Strainers - -- -- -- -- -- - 

5 Pc. 3" Shoes - -- -- -- -- -- -- - 

10 Ft. 3^x12" Vent 8 For Gas Range 

NAILS 

60 Lbs.20d Common Nails 5 Lbs.lOd Finish Nails 

25 Lbs.l6d Common Nails 15 Lbs. 8d Finish Nails 

60 Lbs.lOd Common Nails 5 Lbs. 6d Finish Nails 

145 Lbs. 8d Common Nails 2 Lbs. 4d Finish Nails 

5 Lbs. 6d Common Nails 1 Lb .Box 7/8" Finish Brads (16 Gauge) 

5 Lbs.lOd Casing Nails 60 Lbs. 3d Galv .Shingle Nails 
30 Lbs.8d Casing Nails 5° Lbs. 8d Coated Nails 
5 Lbs. 6d Casing Nails TOTAL HilCE 

PAINT, VARNISH, ETC . , 

7 Gals . Outside Body Paint 2 coats - - - 

2 Gals. Outside Trim Paint 2 coats - - - 

1/2 Gals. Porch Ceiling paint ------ - 

1/2 Gals. Blind or Shutter Paint - - - - - 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

3-1/2 Gals. Inside Varnish - -- --- - - - - 

4 Gals. Floor Varnish - -- — - -- - - 

1/2 Gals. Spar Varnish — - -- -- - 

2 Gals. Liquid Wood Filler - — - - - - 

30 Lbs. Paste Filler - -- -- -- -- - 

1/2 Gals. Flat White - 

1 Gals • White Enamel - -- -- - -- - - 

2 Gals. Boiled Linseed Oil ------ - 

2 Gals. Turpentine ---------- - 

25 Lbs. Putty - 
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BANCROJT 


MATERIAL LIST FOR THE BANCROFT 

(CONTINUED) 


Quantity Size ARTICLE A1TD DESCRIPTION 

PRICE 

AMOUNT 


PRICE 

AMOUNT 


UILLWORK 

Outside Millwork and Mouldings 









80 Lin.pt. Moulded Wood Gutter Complete with Metal Fittings- 




































1 (See Plan) Front Entrance and Frame For 3/0x6/8xl-3/4 Door - 









Out aide Door Frames 

1 Mull Door & Window Frame 2/8x6/8xl-3/4 Door 

■*6x16x1- V8 - 2 Lt .Window P&P See Plan -I 

















Window and Sash Frames 








2 8x14x1-3/8 16 Lt-Ck.Rail Window Fram^R D.C. ----- -H 









A Q-rl O-vl /R 10 T.+.-PV-PrII Window TTramos PAP - - - - - - IL 









1 8x12x1-3/8 12 Lt.Ck.Raii Window Frames P&P D.C* - - - - - - 11 









2 8x10x1-3/8 12 Lt .Ck.Ra.il Window Frames P&P D.C. ------ II 









1 Mull l/8^3/2xl-3/8 (Opg.Size) Sash Frame No Headcasing 









Windows and 3ash 

5 10x16x1-1/8 3 Lt. Cellar Sash Glz. ---------- - - 









2 8x14x1-3/8 16 Lt.CV.Rail Window Glz. ------------ 


















2 8x10x1-3/8 12 Lt.Ck.Raii Window Glz. ------------ 









4 9x12x1-3/8 12 Lt .Ok. Pail Window Glz. ------------ 









1 36x16x1-3/8 2 Lt.Ck.Raii Window Glz. Div. 16 Lts. - - - 









2 l/8x3/2xl-3/8 (Opg.Size) Sash Glz. Leaded Glass - -- -- -- - I 









Blinds 

2 Pr. Blinds for 8x14 - 16 Lt .Windows --------- 









1 Pr. Blinds For l/8x3/2 (Opg.Size) Sash - 









Doors and Jambs for Main Rooms First Floor 









X j/ vAU/ UAX" j/ *T WUw Jk/WV JL A C*UC JL AV U 

1 2/6x6/8x 1-3/8 Inside Door Panelled - — ----------- 

















l 4X0/ j/ o inside jjoor raiicixcu — — 









A t/ 0*0/ oxi* j/ jjxoncn duui — 

1 Set 7/ 8x5-5/8 Door Jambs Fof 2/4x6/8 Door With Stops 















* 


A U (( X y — y/ sj JJv vl J clii-iu a \j ■ c/ uau/ w wx 

1 Set 7/8x5- 5/B C.O. Jambs For 2/6x6/8 Opg. 

2 Sets 7/8x5- 5/8 C.O. Jambs For 3/9x6/8 Opg 

For Balance - First Floor 

1 2/8x6/8xl-^/4 Rear Door Glz. - -- - — - -- -- -- -- -- 

































4- d/ oxo/oxa-j/o xnsiae poor raneiicQ ------ 

1 2/4x6/8xl-3/8 Inside Door Panelled ----- -- — - 

I 








— 








2 2 /OX 0 / 0 XA- 3/0 inside poor paneiAea ---------- 









A A/ 0X0/ OXA— j/ O in31Q6 poor railBAAcu — — 

6 Sets 7/8x5- 5/8 Door Jambs For 2/6x6/8 & Smaller Doors 

















2 S©tS JJvOr James xor gc aHtaxAc i j/wao 









JL jl 2XXO*//0 iriu© iioori Ja mo gc 1 niu “ — 

Interior Finish: Main Rooms 

1 Sides of Trim For 3/0x6/8 Door 

1 Sides of Trim For 2/ 6x6/8 Door 

























1 Sides of Trim For 2/4x6/8 Door --------- 









1 Sides of Trim For 2/bidb/Q Door - -- -- -- -- 

1 Sides of Trim For 2/4x6/8 Closet Door ------ 

4 Sides of Trim For 3/9x6/8 C.O. " 

1 Side 8 of Trim For 2/6x6/8 C.O. - -- -- -- -- 

































bioes oi i rim jj or ox — ao lit •winuuwB 

1 Sides of Trim For 8x12 - 2 Lt .Windows ------ 

1 Sides of Trim For l/8x3/2 (Opg.Size) Mull Sash - 

























AU4 pin .jrc . case ------- 









116 Lin. Ft. Base Shoe - - — 

LITRE CHUTE LUMBER & FUEL CD. 

LITTLE CHUTE, WIS. 
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PHONE -22 


MATERIAL LIST FOR THE BANCROFT 

(CONTINUED) 


quantity Size ARTICLE AND DESCRIPTION | PRICE 

AMOUNT 


PRICE 


AMOUNT 




















12 Liu •Ft • Closet Base — — — 









12 Lin.Ft « Hook Strips — — — - 









1 Pc* 3/6 Thresholds 









1 Pc* 3/® Thresholds ------------------- 

Interior Finish : Balance of Rooms 




































2 Sides of Trim For 2/0x6/8 poors --------- 









2 Sides of T^l™ F or ?/n*A/8 Closet Door - - - - - - 









1 Sides of Trim F 01 * 1/8x6/8 Closet Door ------ 









2 Sides of Trim For 2/6x6/8 Cellar & Attic Stair 









« n4 /] An rn««4 T3 a t* O /AvA /R H A 









1 sices or Trim iror t/oxo/o o .u • - -- -- - 









4 Sides of Trim For 9x12 * 12 Lt .Windows ----- 

1 Sides of Trim For 8x10 - 12 Lt .Windows - 

















4 Lin.FX • window bvoox nor At^ic ----- 









18 Lin.Ft* Window stop For Attic ----- 









160 Lin *Ft . Base - -- -- -- -- -- -- -- -- -- -- - 









186 Lin.Ft* Base shoe -------------------- 









94 Lin.Ft* Picture Mould -------- -- 

50 Lin.Ft* Chair Rail, Kitchen & Bathroom - - - 

















36 Lin.Ft* Hook Stripe ----- 









1 Pc* 3 /® Thresholds ------------------- 









36 Lin.Ft* Closet Base ------------------- 









60 Lin .Ft • Stair Cove Moulding --------------- 









2 Pc* 3/0 Landing Treads ----------------- 









18 Lin#pt • Sneli Cle&xs — 









14 Lin *Ft * Closet Pole — — — — — 









3 Pr* Closet Pole Rosettes — — 

Cah inete 

1 Mantle Shelf & Trim 

















1 Medioine Cabinet 









1 3/6x 3/6 Kitchen Cabinet Above Ref* -- 

1 4/6x8/0 Combination Kitchen Cabinet and Worktable - - 







* 
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BANCROFT 


THE BANCROFT 

lumber list recapitulated for pricing 


quantity S 

ize 

1 Pe. 6 

x 8 -l 8 61 

2 Pc. 6 

x3-12 Gl 

1 Pc. 6 

ixlO-7 G: 

4 ?c. 6 

ix6-7 0! 

2 Pc. : 

>xl0-l8 S: 

4 pc. ; 

>xL 0-16 S 

26 Pc. 2 

>xl0-14 J 

32 Pc. 2 

2x10-12 J 

9 pc. : 

2x10-10 J 

ll pc. : 

2x8-16 C 

25 PC. 

2x8-14 C 

2 Pc. 

2x8-12 F 

25 Pc. 

2x3-10 C 

7 Pc. 

2 x 6-20 I 

64 Pc. 

2x6-16 J 

2 Pc. 

2 x 6-12 ] 

11 PC. 

2 x 6-10 ] 

36 Pc. 

2x4-14 

42 Pc. 

2x4-12 

38 PC. 

2x4-10 

272 PC. 

2x4-8 

13 Pc. 

1x4-12 

1000 Ft. 

1x4 

83 O Ft. 

1 x 6 

v 1080 Ft. 

1 x 6 

1100 Lin 

, Ft . 1 x 1 

99 Ft. 

*3 

1800 Ft. 

, 1 x 8 

1750 Ft. 

, 3/4x8 

1000 Ft. 

, 13 / 16 x 2 $ 

120 Ft. 

. 5/8x3$ 

13 Squa: 

res 5 -2 

100 Ft 

. 1 x 6 

1 PC 

. 2x4-14 

250 Ll 

n .Ft . 1x2 

25 Ft 

. 1 x 10 

20 Ft 

. 1 x 8 

10 Ft 

. 1x4 

4 Pc 

>. 5x5-8 

• 

t, 

O 

CM 

,x4 to lxl< 

4 Pc 

i. 1 x 12-10 

3 P< 

j. lixlO -1 

4 P< 

B. 1$X10-1 

3 P- 

b. 1 x 8-12 

4 P< 

c. 1x8-14 

2 P 

e. 1 x 10-16 

4 P 

c. 2x4-14 

1 r 

'C. 4x4-12 


Where Used 


Kind 


Studs - - - - - 
Studs, Rafters - 
Collar Beams - - 


S .2.3 .Roof Sheathing 

Dm Roof Sheathing & Attic Ploor^ 
.2. 3. Sub-flooring, Etc., - - 
Grounds - 

Bridging 

Shiplap Sheathing 

Bevelled Siding - 

F. Flooring 

Ceiling Porches ---- — -- 
Wood Shingles ---- 


Outside Finish 

Outside Finish (Porch Rail) - 
Outside Finish (Lattice) - - - - 
Outside Finish 
Outside Finish - 
Outside Finish 

Outside Finish (Porch Posts) - 

Outside Finish (Missel.) 

Shelving ------ • * " 1 

Cellar Stair 

Attic Stair --------- 

Stair Risers --------- 

Stair Risers --------- 

Attic Stair --------- 

Stair Rail - - - ----- 

Stair Posts -------- 


Feet « 


Price 


Amount 


Price 


Amount 


107 


607 


333 


24 


110 


336 


253 


52 


1000 


1080 


92 


99 


1800 


1750 


1000 


120 


100 


42 


25 


20 


10 


96 


20 


58 


37 


27 


16 


If Asphalt Shingles Are Used For The Boof^Inatead Of Food As Listed, 

1<00 Ft. 1x6 DSM Hoof Sheathing 

13 Squares Asphalt Shingles With Hails 

13 OO Ft. Asphalt Felt. 


DEDUCTS 

1000 Ft. 1x4 S*2.S.Roof Sheathing 

13 squares J-2 Wood shingles 


LITTLE CHUTE LUMBER & FUEL SO, 
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BANCROFT 


MATERIAL LIST FOR THE WATERFORD 


quantity Size 


ARTICLE AMD DESCRIPTION 


Feet , 


quantity Size 


ARTICLE. AND DESCRIPTION 


Feet • 


LUMBER 

Wall Plates or Sills for Foundation 

1 Pc# 2x6-14 Main Building Wall Plates 14 

14 Pc. 2x6-12 Main Building Wall Plates - - - — - - - * 168 

4 Pc. 2x10-12 Main Building Box Sills - -- -- -- -- - 80 

Girders and Lintles 

1 Pc# 6x8-20 Main Building ---- — ------- ---80 

1 Pc# 2x6-18 Front porch Roof Beam - -- - — 18 

1 Pc# 2x6-16 Front porch Roof Bean ----------- 16 

2 Pc# 2x6-12 Front Porch Roof Beam ------- — -- 24 

Girder Posts 

3 Pc# 6x6-7 Main Building -------- ----- 63 

Floor Joists, headers and Trimmers 

6 Pc# 2x10-14 First Floor Main Building ----- - - 140 

40 Pc# 2x10-12 First Floor Main Building --------- 800 

4 Pc# 2x10-8 First Floor Main Building 53 

4 Pc# 2x10-16 Second Floor Main Building 107 

40 Pc. 2x10-12 Second Floor Main Building -------- 800 

2 Pc# 2x10-10 Second Floor Main Building -------- 33 

2 Pc. 2x10-8 second Floor Main Building — - 27 

Ceiling Joists ■ 

22 Pc. 2x6-18 Main Building - -- -- -- -- -- -- -- 396 

7 Pc# 2x4-9 Front porch ---------------- 42 

Outside Studs 

112 Pc. 2x4-14 Main Building - 1045 

32 Pc# 2x4-8 Gables - - - *---- - 171 

2 Pc# 2x4-12 Porch Gables 16 

Inside Studs 

66 Pc. 2x4-8 First Floor - -- -- -- -- -- - - - - 35? 

84 Pc# 2x4-8 Second Floor 448 

3 Pc# 2x6-8 First Floor - 24 

5 Pc# 2x6-8 Second Floor 40 

Stud and Partition Plates _ 

26 Pc# 2x4-14 Outside Walls --------------- 243 

30 Pc#. 2x4-12 Inside Partitions 240 

2 Pc# 2x6-8 Inside Partitions — — 16 

Rafters Q 

38 Pc. 2x6-16 Main Building 60b 

7 Pc# 2x4-10 Front porch - -- -- -- -- -- - - — - 47 

quantity Size ARTICLE AND DESCRIPTION Price 


.Step and Stair Carriages 

2 Pc# 2x10-14 Cellar Stairs --------------- 47 

2 Pc. 2x10-16 Main Stairs -------- - — - - - - 

1 Pc". 2x6-16 Stairs Platform ------------ 

Sheathing, Boards, Sub- flooring, Furring, Etc., 

450 Ft# 1x4 Roof Sheathing S .2 .S. Spaced 2" Apart - - - 4J0 

350 Ft# 1x6 Roof Sheathing D&M - - ---- - 350 

1320 Ft# 1x6 Sub-flooring S.2.S.Both Floors ------ 132 O 

20^0 Ft# 1x8 Box Sheathing O.S .Walls Shiplap ------ 2050 

120 Ft# 1x6 Ribbons, Backing & Furring - — — 120 

1200 Lin.Ft. lxl Ground (Around Inside Openings) ------ 100 

75 Ft# 1x3 Bridging 75 

100 Ft# 1x2 Floor Stripping 2nd Floor Only ------ 100 

Siding For Outside Walls 

1900 Ft. 3/4x8 « Bev. Siding 1" Lap 1900 

220 Ft. 1x12 V .Siding, Clear 220 

Flooring and Ceiling 

1330 Ft# 13/l6x2i"F.FlooTing, Clear Oak or Maple ------ 1330 

120 Ft# 5/&<3i Ceiling Porches 120 

Shingles 

7750 5-2 #1 Shingles For Roof Laid 4t H Exp.( 8 £ Squares) 

Outside Finish Lumber 

44 Ft# 1x6 Facias ------------------ 44 

38 Ft# 1^x6 Facias --------- ------- 38 

30 Lin.Ft. 1x2 Porch Trellis --------------- 5 

1 Pc# 1x12-12 Porch Lintle Frieze ------------ 12 

36 Ft# 1x8 Porch Lintle Frieze ------------ 36 

12 Ft. 1x6 Porch Lintle Soffit - 12 

10 Pc# 4x4-8 porch Columns --------------- 10 7 

20 Ft .1x4 to 1x10 Miscellaneous O.S .Finish -------- 20 

Inside Finish Lumber 

5 Pc# 1x12-10 Shelving ----------------- 5° 

3 Po# lixlO-14 Cellar Stair Treads - --------- 44 

3 Pc# 1x8-14 Cellar Stair Risers ------------ 28 

2 Pc# 2x4-12 Cellar Stair Rails ----- - 16 

1 Pc# 4x4-7 Cellar Stair Posts 9 

Miscellaneous 

2000 Sq.Ft. Insulating Material - -- -- -- -- -- - 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIALS 

Concrete Foundation, 1-3-5 Mixture - 610 Cu.Ft. 
18-1/2 Cu.Yds. Crushed Stone or Gravel - - - - * 

11 Cu.Yds. Coarse sand ------- - — ■ 

26 Bbis. Portland Cement --------- 

Stone Work 

176 Sq.Ft. 4" Flag Stone 

Cement Floor and Steps 1-3-5 Mixture 610 Sq.Ft. ■ 
6-1/4 Cu.Yds. Crushed Stone or Gravel - - - - - 

4-1/4 Cu.Yds. Coarse Sand ----------- 

9-1/2 Bbls • Portland Cement ---- ----. 

Chimneys and Fireplace 

3500 Common Brick ---------- 

1100 Face Brick ----------- 

100 Face Brick Fireplace ------ 

110 Fire Clay Brick Fireplace -------- 

5 Cu.Yds. Sand ------------ - - 

5 Bbls. Lime ----------- 

1 Bbl. Portland Cement - r ------ , 

40 Lbu. Fire Clay ----------- 

50 Ft# 8x12" Flue Lining ---------- 

1 Damper ------------ 

1 Ash Dump ----------- 

I Cleanout Door --------- 

1 4x4xl/4" Angle Iron ---------- 

2 Railings For Front Stoop - - - 
Plastering 

540 Yds# Rock Lath Plaster Base - - - - 

J40 Yds# Gypsum Plaster 2 coats - - - - 

50 Lbs. 1-1/8" 13 Gauge 5/16" Flat Head Smooth 

Diamond Points - 

130 Ft# Metal Corner Beads ------ 

FINISH HARDWARE- 

4 Cellar Sash Sets ------- 

1 Attic Sash Sets -------- 

4 Pr# 4x4 Door Butts 

11 Pr.3-l/2x>l/2 Door Butts 

9 Pr. 2-1/2 Cupboard Door Butts, Narrow - - 

1 Pr# 3"l/2x3-l/2 Bath Room Door Butts, - - - - - 

1 Pr# 2-1/2 Medicine Cabinet Butts, Narrow 

1 Front Door Lock Set ------ 

1 Grade Door Lock set ------ 

II Inside Door Lock Sets - - - - - 

1 Bath Room Door Lock Set - - — 

1 Single French Door Lock Set - - - - - 

1 Set I- 3 / 8 " Floor Double Acting Hinge - - - 

2 Push Plates -- -------- 

15 Sash Locks ---------- 

30 Sash Lifts 

2 Sash Lifts, Bath Room - - - - - 

1 Sash Lock Bath Room, - - - - - 

4 Drawer Pulls --------- 

l Cupboard Turns - -- -- -- - 


1 

4 
14 

1 

5 Doz. 

12 Sets 

Rough Hardware 


3 

20 

3 

3 

24 


38 O Lbs 


Hanks 
1/2x16" 
H 

6x6 
1/4x2 £" 


Cupboard Turn, Med. Case - - - - - 
Elbow Catches - -- -- -- -- - 
Metal Base Knobs -------- 

Metal Base Knobs, Bath Room - - - 
Coat and Hat Hooks ------- 

Window Blind Hangers ------ 

Sash Cord ------------ 

AncRor Bolts with Nuts & Washers- 
Post Caps for 6x6 Posts - - - - r 
Post Sockets ---------- 

Lag Screws ----------- 

Sash Weights ---------- 
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BUILDING PAPER 

4 50° Ft .Rolls 50# Building Paper For Walls - r 

3 500 Ft .Rolls 50# Building Paper For Floors - - 

SHEET METAL MATERIAL 

50 Ft. 14" Valley Tin - - - - 

5 Pc# 2" Galv.Iron Pipe 6 " Long Threaded 

1 End - — 

80 Ft# 3" Conductor Pipe - -- -- -- - - __ 

10 Pc# 3" Elbows - -- -- -- -- -- - — 

2 Doz .3" Conductor Pipe, Hooks ----- - 

5 Pc# 2" Strainers - -- -- -- -- -- 

10 Pc. 3" Shoes '- 

18 Ft# 3-Jxl2" Vents For Gas Range ------ - 

NAILS 

70 Lbs#20d Common Nails 15 Lbs# 8 d Finish Nails 

40 Lbs#l 6 d Common Nails 5 Lbs# 6 d Finish Nails 

70 Lbs.lOd Common Nails 2 Lbs. 4d Finish Nails 

135 Lbs. 8 d Common Nails 1 Lb .Box7/8 "Finish Brads (16 Gauge) 

5 Lbs. 6 d Common Nails 40 Lbs. 3d Galv. Shingle Nails 

5 Lbs.lOd Casing Nails 60 Lbs. od Coated Nails 

35 Lbs. Sd Casing Nails 

10 Lbs. 6 d Casing Nails 

5 Lbs *10d Finish Nails TOTAL PRICE 

PAINT, VARNISH, ETC., 

8 Gals. Outside Body Paint ------ 

2-1/2 Gals. Outside Trim Paint ------ - 

1/2 Gale • Porch Ceiling Paint ------ 

1- 1/2 Gals. Blind or Shutter Paint - 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

4 Gals. Inside varnish - -- -- -- - 

4 Gals. Floor Varnish - ------ 

1/2 Gals. Spar Varnish - - - - ■= 

1/4 Gals. Shellac - -- -- -- -- -- - 

2 Gals. Liquid Wood Filler ------ r 

1/2 Gals. Flat White 

1 Gals. White Enamel - -- -- -- -- , 

2 Gals. Boiled Linseed Oil ------ 

2- 1/2 Gals. Turpentine 

15 Lbs. Putty 

WATERFORD 


MATERIAL LIST FOR THE WATERFORD 

(CONTINUED) 


quantity Size 


AKTICLS AND DESCRIPTION 


PRICE 

AMOUNT 

PRICE 

amount 
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111 LLWORK 

Outside Millwork and Mouldings 

100 Lin.pt, Bed Moulding - - - - - .... 

70 Lin.pt. Moulded Wood Gutter Complete with Metal pittings- 

50 Lin.pt. Cove Moulding _. _ 

50 Lin.pt. 1/4 Round Moulding 

20 Lin.pt. Drip Cap 

40 Lin.pt. Sill Course 

1 (see Plan) pront Entrance & Frame For 3/0x6/8xl-3/4 Door 
Outside Door Frames 

1 2/8x6/8xl-3/4 Grade Door Frame D.C. - -- -- -- -- 

1 2/6x6/8xl-3/4 French Door Frame 

Window and Sash Frames 

4 10x16x1-1/8 3 Lt .Cellar Sash Frames Plank -------- 

12 Lt.Ck.Rail Window Frames p&p D.C. - - - - 

12 Lt.Ck.Rail Window Frames p&p D.C* - - - - 

12 Lt.Ck.Rail Window Frames P&P D.C# - - - - 

2 Lt.Ck.Rail Window Frames P&P D.C* - - - 


2 9x12X1-3/8 
4 8x12x1-3/8 

3 8x10x1-3/8 

4 28x16x1-3/3 

1 Mull 20x16x1-3/8 2 Lt.Ck.Rail Window Frames P&P D.C. - - _ 


1 3/0xl/6 

1 28x16x1-3/8 

Windows and Sash 
4 10x16x1-1/8 

2 9x12x1-3/3 

4 8x12x1-3/8 

3 8x10x1-3/8 

5 28x16x1-3/8 

2 20x16x1-3/8 


(Opg.Size) Half Circle Sash Frame 

2 Lt.Ck.Rail Window Frame, No Headeasing 


3 Lt .Cellar Sash Glz. - -- -- -- -- -- -- 
12 Lt.Ck.Rail Window Glz. - -- -- -- 

12 Lt.Ck.Rail Window Glz. 

12 Lt.Ck.Rail Window Glz. ------ - 

2 Lt.Ck.Rail Window Glz. Div. 12 Lts* - - — -- 
2 Lt.Ck.Rail Window Glz. Div. 12 Lts. - - - - 

1 2/8x1/411-3/3 (Opg.Size) Half Circle Sash Glz. See Plan - - - - 
Blinds 

3 Pr * . Blinds for 8x12 - 12 Lt .Windows 

2 Pr * Blinds for 9x12 - 12 Lt .Windows 

3 Pr * Blinds for 8x10 - 12 Lt .Windows --------- 

4 pr » Blinds for 28x16 - 2 Lt .Windows 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door Panelled 

2 2/6x6/8xl-3/3 Inside Door Panelled 

1 V°x6/8xl-3/8 Inside Door panelled --- _ 

1 2/6x6/8xl-3/4 French Door Glz. ------ 

2 Sets 7/8x5- 5/8 Door Jamb 3 For 2/6x6/Q Doors - — — - -- -- 

1 Set 7/8 x 3-5/8 Door Jambs For 2/0x6/B Door - - - 

1 Set 7/3x5- 5/8 C.O. Jambs For 5/Ox6/8 Opg - - - - 

1 Set 7/8x5- 5/8 C.O .Jambs For 4/0x6/8 Opg. ---------- 

For Balance - First Floor 

1 2/8x6/8xl-3/4 Grade Door Glz. ---------------- 

1 2/6x6/8xl-3/8 Inside Door Panelled _ 

1 2/0x6/8xl-3/8 Inside Door Panelled ------ - 

2 Sets 7/8 x 5-5/3 Door Jambs For 2/6x6/8 & smaller Doors 

Doors and Jambs For Second Floor 

3 2/6x6/6xl-3/8 Inside Door Panelled - 

3 2/0x6/6xl-3/8 Inside Door Panelled ------------- 

1 2/4x6/6xl-3/8 Inside Door Panelled - - -------- 

1 2/0x5/6xl-3/8 Inside Door Panelled ---------- 

5 Sets 7/8x5-5/3 Door Jambs For 2/6x6/6 Sc Smaller Doors - - - - 

3 Sets 7/8x3- 5/8 Door Jambs For 2/ 0x6/6 Doors 

1 10x12 - 7/8 Pipe Door, Jamb & Trim - 

1 3°x30" Scuttle Door, Jamb & Trim - -- -- -- -- -- 

Interior Finish* Main Rooms, First Floor 

1 Sides of Trim For 3/0x6/8 Door -------- 

3 Sides of Trim For 2/6x6/8 Door ------ 

1 Sides of Trim For 2/0x6/& Door -------- 

1 Sides of Trim For 2/0x6/8 closet Door - - 


Sides of Trim For 8x12 - 12 Lt .Windows 
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WATERFORD 


MATERIAL LIST FOR THE WATERFORD 

(CONTINUED) 


quantity Size ARTICiLB AM) DESCRIPTION 

2 Sides of Trim For 9x12 - 12 Lt •Windows 

1 Sides of Trim For 8x10 - 12 Lt .Windows 

2 Sides of Trim For 5/0x6/8 G.O. - - - - 

2 Sides of Trim For 4/0x6/8 C.O. - - - - 

110 Lin .Ft. Base 

120 Lin .Ft. Base Shoe " “ 

110 Lin.Ft. Picture Mould 

10 Lin.Ft. Closet Base - - - - " * 

10 Lin.Ft. Hook Stripe * 

1 Pc* 3/6 Thresholds 

1 3/0 Thresholds ------------- 

Interior Finish: Balance of Rooms First Floor 

1 Sides of Trim For 2/3x6/8 Boor ’ 

4 Sides of Trim For 2/6x6/8 Boor - - - 

1 Sides of Trim For 2/0xb/Q Boor - -- -- -- -- 

1 Sides of Trim For 2/0x6/8 Closet Boor ------ 

1 Sides of Trim For 20x16 - 2 Lt.Mull Windows - 

42 Lin.Ft. Base - 

56 Lin.Ft. Base Shoe - - - 

34 Lin.Ft. Chair Rail, Kitchen ---------- 

14 Lin.Ft. Hook Strips - 

1 Pc. 3/0 Thresholds - 

14 Lin.Ft. Closet Base 

Interior Finish: second Floor 

6 Sides of Trim For ?/6x6/6 Boors “ 

2 Sides of Trim For 2/4x6/6 Boors ‘ 

3 Sides of Trim For 2/0x6/6 Boors - “ 

1 Sides of Trim For 2/0x5/6 Boors “ 

1 Sides of Trim For S/Ox5/6 Closet Boors - - - - 

3 Sides of Trim For 2/0x6/6 Closet Boors “ 

2 Sides of Trim For 8x10 - 12 Lt .Windows - - - - 

1 Sides of Trim For 8x12 - 12 Lt .Windows - - 

5 Sides of Trim For 28x16 - 2 Lt .Windows - - - - 

Base - 
Base Shoe 
Closet Base - 
picture Mould - 
Chair Rail 

Rook Strips --------------- 

Starting Newel - 

Winders Starting Tread & Risers, See Plan ■ 

Treads - -- -- -- -- -- -- - 
Riser- 

Landing Treads 

Rail 

Balusters 

Nosing - - - ------------ 

Cove 

Face Mould 

Wall String (2 Mem.) - " • * 

Face String 

1 Set 3 Winders ------- — -- 

1 Pc. 7/8x3-5/8 4/0 Stair Partition Jamb * 


PRICE 


AMOUNT 


TRICE 


AMOUNT 


1 Po. 

Miscellaneous 

2 Po. 

22 Lin.Ft. 
24 Lin.Ft. 


5 Pr. 
Cabinets 

1 

1 

2 


8/0 Stair Partition Casing 

Unding Treads - - 

Shelf Cleats - - 

Closet Pole -------- 

Closet Pole Rosettes 


Mantle Shelf & Trim ------- 

Medicine Cabinet --------- — - 

3/Ox8/6 Combination Kitchen Cabinet and Worktable 


WATERFORB 


THE WATERFORD 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity 

Size 

Where Used Kind 

;?eet 

Price 

Amount 


Price 


Amount 


1 Fc. 

3 Pc. 

6 Pc. 

8 Pc. 

84 Pc. 

2 pc. 

6 Pc. 

23 PC , 

40 Pc. 

1 PC. 

16 Pc. 

10 Pc. 

138 PC. 

32 Pc. 

7 Pc. 

7 Pc. 

182 PC. 

450 Ft. 

350 P*. 

1440 Ft. 

20 JO Ft. 

75 Tt. 

1200 Lin 

100 Ft. 

1900 Ft. 

220 Ft. 

1330 Pt. 

120 Ft. 

8-1/2 Sq 

J6 Ft . 

38 Ft. 

36 Lin 

1 PC. 

36 Ft. 

10 Pc, 

20 Ft. 

5 Pc, 

3 Pc. 

3 Pc, 

2 Pc, 

1 PC 

6x8-20 

6x6-7 

2x10-16 

2x10-14 

2x10-12 

2x10-10 

2x10-8 

2x6-18 

2x6-16 

2x6-14 

2x6-12 

2x6-8 

2x4-14 

2x4-12 

2x4-10 

2x4-9 

2x4-8 

1x4 

1x6 

1x6 

1x8 

1x3 

,pt. lxl 

1x2 

3/4x8 

1x12 

13/16x21 

5/8x3* 

uares 5-; 

1x6 

l*x6 

1 ,pt . 1x2 

, 1x12-12 

, 1x8 

, 4x4-8 

,1x4 to 1 

. 1x12-10 

.*xl0-14 

. 1x8-14 

. 2x4-12 

. 4x4-7 


80 









Girder Posts - — ------- 

63 









joists & Stair Carriages - - - - 

160 









joists & Stair Carriages - - - - 

187 









joists & Box Sills ------- 

1680 










33 










80 









Lintles & Ceiling Joists - - - - 

414 









Lintles, Rafters & Platform 

640 









Wall Plates 

14 









Lintles & Wall Plates - 

192 










80 










1288 









Studs & Plates --------- 

256 




• 






M 









Ceil.Joists ---------- 

42 










971 









S.2.S .Roof Sheathing - - - - 

450 









D&M Roof Sheathing ------- 

3 JO 









S. 2 *S .Sub-floor, Ribbons, Furrg. 

1440 









Shiplap Sheathing ------- 

20 JO 










75 









Grounds ------------ 

100 









Floor Stripping -------- 

100 









Bevelled Siding -------- 

1900 









•V** Siding 

220 









[ F. Flooring ----------- 

1330 









| porch Ceiling --------- 

120 




















J6 









Outside Finish --------- 

38 









Outside Finish (Porch Trellis) - 

6 









Outside Finish --------- 

12 









Outside Finish --------- 

36 









Outside Finish --------- 

107 









xlO Outside Finish (iCisoel.) - - - 

20 










JO 









Cellar Stair - -- -- -- -- - 

44 









Cellar Stair - -- -- -- -- - 

28 









Cellar Stair ---------- 

16 









Cellar Stair ---------- 

9 










If Asphalt Shingles Are Used For The Roof Instead Of Wood As Listed, 

DEDUCT: A 1 ® 8 , ^ _ 

450 Ft. 1x4 Roof Sheathing S.2.S. 674 Ft. 1x6 VOL Roof Sheathing 

8-1/2 Squares £-2 Wood Shingles 8-1/2 Squares Asphalt Shingles With Nails 

8J0 Ft. * Asphalt Felt. 


LITTLE CHUTE LUMBER & FUEL Cd, 


LITTLE CHUTE, WIS, 

PHONE -22 
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WATERFORD 


MATERIAL LIST FOR THE WAUKESHA 


Quantity Size 


ARTICLE AML DESCRIPTION 


Feet. 


Quantity Size ARTICLE AND DESCRIPTION Feet, 

Raft e i *8 

42 Pc. 2x6-16 Main Building ... 672 

5 Pc. 1x4-12 Collar Beams - -- -- -- -- -- -- -- 20 

1 Pc. 2x4-16 Bays - -- -- -- -- -- -- -- -- -- 11 

3 Pc. 2x4-8 Front Porch - - — - -- -- -- -- -- - 16 

Step and Carriages 

2 Pc. 2x10-14 Cellar Stairs - - - - 47 

1 Pc. 2x6-16 Stairs Platform - — - -- -- -- -- -- 16 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

71*0 Ft. 1x4 Roof Sheathing S. 2. S .Spaced 2" Apart - - - 710 

20 Ft. 1x6 Roof Sheathing, D&M ------------ 20 

800 Ft. 1x6 Sub-flooring, S.2.S. ----------- 800 

16J0 Ft. 1x8 Box Sheathing O.S .Walls Shiplap ------ 16§0 

80 Ft. 1x6 Backing & Furring - — ---------- 80 

800 Lin.Ft. lxl Ground (Around Inside Openings) ------ 67 

39 Ft. 1x3 Bridging - 39 

Siding For Outside Walls 

11 Squares 25" Wall Shingles Laid 12" Exp. Stained - - - - 
Flooring and Ceiling 

810 Ft. 13/l6x2i Flooring, F. — - -- -- 8 10 

36 Ft. 5/ &0 i Ceiling Porches - -- -- - — - -- -- - 36 

Shingles 

8000 5-2 Stained Shingles For Roof Laid 4i"Exp.(9 Squares) 

Outside Finish Lumber 

70 Ft. 1x6 Facias - -- -- -- -- -- -- -- -- - 70 

1 Pc. 1x8-12 Front Porch Frieze ------------ 8 

1 Pc. 1x6-12 Front Porch Frieze ------------ 6 

1 Pc. 1x12-14 Front Porch Facia ------------- 14 

26 Lin.Ft. 1x2 Front Porch Trellis ------------ 4 

4 Pc. 4x4-7 Porch posts ------------- — - 37 

I Pc. 2x4-14 porch Pilasters --------- — --- 9 

20 Ft. 1x4 to 1x10 Miscellaneous 0*8 •Finish --------- 20 

Insiae Finish Lumber 

3 Pc. 1x12-10 Shelving - - - 30 

3 Pc. 1^x10-14 Cellar Stair Treads — - - 42 

3 Pc. 1x8-14 Cellar Stair Risers — 28 

1 Pc. 1x10-6 Cellar Stair Stringers - -- - — - - - - 5 

2 Pc. 2x4-12 Cellar Stair Rails ------------ 16 

1 Po. 4x4-7 Cellar stair Posts --------- — - 9 

Miscellaneous 

1500 Sq.Ft . Insulating Material ------------ 


LUMBER 


Wall Plates or sills for Foundation 


1 Pc. 
1 Pc. 
4 Pc. 


2x8-14 

2 x 8-12 

2x6-14 


4 Po. 2x6-12 
4 Pc. 2x6-10 
2. Pc. 2x6-8 
1 Pc. 2x10-14 
1 Pc. 2x10-12 


Wall Plates 
Wall Plates 
Wall Plates 
Wall Plates 
Wall Plates 
Wall Plates 
Box Sills - 
3ox Sills - 


Girders and Lintles 

1 Pc. 6x8-16 Main Building 


1 Pc. 6x8-12 
1 Pc. 2x6-12 
1 Po. 2x10-6 

Girder Posts 

3 Po. 6x6-7 


Main Building - — - 
Front Porch Roof Beam 
Front Porch Roof Beam 


Main Building 


Floor Joists, Headers and Trimmers - - - - 
2 Pc. 2x10-18 First Floor Main Building 
First Floor Main Building 
First Floor Main Building 


23 Pc. 2x10-14 
22 Pc. 2x10-12 


Ceiling Joists 

6 Pc • 2x6- l 8 
17 Pc. 2x6-16 
10 Pc. 2x6-12 
14 Pc. 2x6-10 

Outside Studs 
126 Pc. 2x4-8 
34 Pc. 2x4-8 

Inside Studs 
94 Pc. 2x4-8 

7 Pc. 2x6-8 


Main Building 
Main Bui'lding 
Main Building 
Main Building 


Main Building 
Gables - - - 


First Floor 
First Floor 


Stud and Partition Plates 

32 Pc. 2x4-14 Outside Walls - - 

18 Pc. 2x4-12 inside Partitions 

1 Pc. 2x6-14 Inside Partitions 


19 
16 
56 
48 
40 
16 
23 

20 


64 

48 

12 

10 


63 


60 

537 

440 


108 

272 

120 

140 


672 

l 8 l 


501 

56 


298 

144 

14 


Quantity Size ARTICLE AND DESCRIPTION 


MASONRY MATERIAL 

Concrete Foundation I- 3-5 Mixture 640 Cu.Ft. 

19 Cu.Yds. Crushed Stone or Gravel - - 
11-1/2 Cu.Yds. Coarse Sand -------- 

27-1/4 Bbls. Portland Cement - - - - - - 


Cement Floor and Steps I- 3 - 5 Mixture 630 Sq.Ft. 
6-1/2 Cu.Yds. Crushed Stone or Gravel - - - - 

4-1/4 Cu.Yds. Coarse Sand - 

9-3/4 Bbls. Portland Cement -------- 


Chimneys 

1000 

1 Cu.Yd. 

1 Bbl. 

1/4 Bbl. 

22 Ft. 8x12" 


Common Brick - 
Sand - - - - - 
Lime - - - - - 
Fort land Cement 
Flue Lining - - 


Plastering 
300 Yds. 

300 Yds. 

30 Lps. 1-1/8" 

50 Ft. 


Rock Lath Plaster Base -----_ 
Gypsum Plaster - 2 coats - - - - 
13 Gauge 5/16" Fiat Head Smooth 

Diamond Points - - - 
Metal Comer Beads 


3 

7 

2 

9 

1 

l 


4x4 

3-1/2X3-1/2 

2 H } 2 

3-1/2X3-1/2 

2 - 1/2 


5 

Pr 
Pr 
•Pr 
Pr 
Pr 
Pr 
1 
1 
7 
1 

1 Set 1-3/3" 

2 
2 
9 

18 

2 

1 

4 

7 

1 

2 

6 
1 

3 Doz. 

7 Sets 


FINISH HARDWARE 

Cellar Sash Sets ------- 

Door Butts ---------- 

Door Butts ---------- 

Casement Sash Butts ------ 

Cupboard Door Butts, Narrow - - 
Bath Room Door Butts, ----- 

Medicine Cabinet Butts, Narrow 
Front Door Lock Set ------ 

Grade Door Lock Set ------ 

Inside Door Look Sets - - - - - 
Bath Room Door Lock Set - - - - 
Floor Double Acting Hinge - - - 
Push plates ---------- 

Casement Sash Fasteners, Single 
Sash Locks ---- — - - - - 

Sash Lifts ---------- 

Sash Lifts, Bath ROom - - - - - 
Sash Lock, Bath Room - - - - - 
Drawer Pulls --------- 

Cupboard Turns -------- 

Cupboard Turn, Med. Case - 

Elbow Catches --------- 

Metal Base Knobs ------- 

Metal Base Knobs Bathroom - - - 
Coat and Hat Hooks ------ 

Window Blind Hangers - - - - - 


Price 


Quantity 


Size 


ARTICLE A] ID DESCRIPTION 


Price 


Rough Hardware 

2 Hanks 

30 1/2x16* 

3 6 x 6 

3 H 

24 1/4x2- 1/2* 
240 Lbs. 


Sash Cord ------------ 

Anchor Bolts with Nuts & Washers* 
Post Sockets ---------- 

Post Caps For 6 x 6 Posts - - - - - 
Lag Screws ----------- 

Sash Weights ---------- 


3 500 Ft. Rolls 
2 500 ?t .Rolls 


BUILDING PAPER 

50# Building Paper For O.S .Walls- 
50# Building Paper For Floors - - 


20 Ft. 

25 Ft. 14" 
3 Pc. 2" 
30 Ft. 3" 

6 Pc. 3" 

9 Po. 3« 

3 Po. 3 " 

3 Pc. 3" 


SHEET METAL MATERIAL 
Metal Roofing ------- 

Valley Tin -------- 

Galv.iron Pipe 6 " Long - • 
Conductor Pipe ------ 

Elbows - -- -- -- -- 
Conductor Pipe, Hooks - - - 
Strainers --------- 

Shoes ---------- 


NAILS 

50 Lbs.20d Common Nails 5 Lbs.lOd Finish Nalls 

20 Lbs .16d Common Nails 15 Lbs. 8d Finish Nails 

50 Lbs.lOd Common Nails 5 Lbs. 6d Finish Nails 

100 Lbs. 8d Common Nails 2 Lbs. 4d Finish Nails 

5 Lbs. 6d Common Nails 1 Lb. 7/8»Finish Brads (16 Gauge) 
5 Lbs.lOd Casing Nails 40 Lbs. 3d Galv.Shingle Nails 

20 Lbs. 8d Casing Nails 55 Lbs. 6d Galv.Nails 

5 Lb 8. 6d Casing Nails TOTAL PRICE 

/&/.&> J* . PAINT , VARNISH, ETC. , 

/ 2 (rials* Outside Trim Paipt 2 coats - - - 

1/4 Gals. Porch Ceiling Paint - - - - — - 

1 Gals. Blind or Shutter Paint 2 coats - 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

2 Gals. Inside Varnish - -- -- -- - - 

2 Gals. Floor Varnish - -- -- -- -- - 

1/2 Gals. Spar Varnish - -- -- -- -- 

1/4 Gals. Shellac t 

1-1/2 Gals. Liquid Wood Filler 

2 Gals. Shingle Stain For Walls Stripping 

Only - 

1-1/2 Gals. Shingle stain For Roofs Stripping 

Only - - 


1/2 Gals. 
1 Gals. 
1 Gals. 
1-1/2 Gals. 
15 Lbs. 


Flat White - - - • 
White Enamel - - ■ 
Boiled Linseed Oil 
Turpentine - - - 
Putty - ■ 
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Y/AUKESHA 


MATERIAL LIST FOR THE WAUKESHA 

(CONTINUED) 


quantity Size ARTICLE AMD DESCRIPTION 

PRICE 

AMOUNT 

PRICE 

AMOUNT 

MILLWORK 

Outside Millwork and Mouldings 







- 





























Outside poor Frames 

















X j/ U aO/ jrrom* Dvwr irwac is •is* “ “ 

Window and Sash Frames 









o io*jri ? * 1-^/8 12 Lt.Ck.Rail Window Frames P&P D.C. ------ 



























1 OAtt! A-r*l -**/R 2 TVfc .Cle .Pa i 1 Window FTft mft ^ PAP D*C« ------- 









1 Triple Bay Frame 9*12x1-3/8 12 Lt.Ck.Rail Center 









Louvre 8 

2 2/6xl/6 (Opg.Size) Half Circle Louvres --- - - - - 

Windows and Sash 

















3 10x12x1-3/3 12 Lt.Ck.Rail Window Glz • 

















h 7Xl2Xi*3/u 12 liv «(/A»I\all .VinClOW Lrl 2 ( — ~ " " 









1 OXlvXl- 3/0 12 Lb tU^tKall ifllWOW vslZ • — — — — - 

1 26x16x1-3/8 2 Lt.Ck.Rail Window Glz. Div. 12 Lts. ------ 

2 1/ 2x4/6 xl - 3/8 (Opg.Size) Sash Glz. Div. 4 Lts. - -- -- -- - 

Blinds 

























j X* r. DlinOB I Or IUaIc — l£ Jjw .nutuvna 









2 pr. jjxinoB per 7 x 1 . <2 — 12 iji>.wiiiuuwo — 

1 Pr. 8 x 10 - 12 Lt .Window Blinds 







> 










X pr. Alinas jjor 0)110 c. iu. ,uuuwno 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door Glz. See Plan 

















1 2 / 0 X 0 / OXX— j / 0 inside isoor ranBiieu — 









X 2/ U XO/ OXX — j/ O inside Isoor panexiea ------ 

1 Set 7/8x5- 5/8 Door Jambs For ^ 6 x 6/8 Door ---------- - 

1 Set 7 / 8 x 3 - 5/8 Door Jambs For 2/0x6/8 Door ----- 

1 set 7/8x5- 5/8 C.O. Jambs For 2/6xb/Q Opg. 

For Balance - First Floor 

































X 2/0X0/ OXX— j/ *r (i*ado Door - — — 









3 yoxO/oxx— j/o inside Door panexxed - - - - - 

1 2 / 4 x 6 / 8 xl- 3/8 inside Door Panelled - -- -- -- -- -- - — 

















2 2/0X0/ OXX— j/o inside ljoor raiiBiiBa 









1 1 /Oxo/oxl-j/o inside Door panexxed ------ 

✓ 5 7/8x5-5/8 Sets Door Jambs For ^/ 6 x 6/8 & Smaller - - 

2 Sets 7/8 x 3-5/8 Door Jambs For ^4x6/8 & Smaller Doors - - - - - 

























1 12x16-7/0 Pipe Door, jamD & 1 rim ----- 

LITTLE CHUTE LUMBER & FUEL 88 . 

LITTLE CHUTE, WIS. 

PHONE -22 
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WAU1 

CSSHA 


MATERIAL LIST FOR THE WAUKESHA 

(CONTINUED) 


Quantity Size 


ARTICLE AND DESCRIPTION 


PRICE 


AMOUNT 


PRICE 


AMOUNT 


Interior Finish: 
1 
1 
1 
1 
1 
2 
1 

52 Lin.pt. 

62 Lin .Ft. 

62 Lin .Ft. 

10 Lin. Ft. 

10 Lin .Ft . 

1 Pc m 3/6 

Interior Finish: 
1 
6 
1 

2 
2 
1 
2 
1 
1 
4 
1 
1 

158 Lin .Ft. 

180 Lin .Ft. 

96 Lin .Ft. 

58 Lin. Ft • 

22 XiruFt. 

1 Pc. 3/0 
22 Lin .Ft. 

Miscellaneous 
20 Lin .Ft. 

2 

14 Lin .Ft . 

12 Lin. Ft. 

3 Pr» 

Cabinets 

1 

2 2/9x8/0 


Main Rooms, First Floor 

Sides of Trim For 3/Ox6/8 Door — - - 

Sides of Trim For 2/6x6/8 Door ------- 

Sides of Trim For ^/0x6/8 Door ------- 

Sides of Trim For 2/ 0x6/8 Closet Door - - - - 

Sides of Trim For 2/6x6/S C.O. — - 

Sides of Trim For 10x12 - 12 Lt .Window 

Sides of Trim For Triple Bay Window and Sash 

Frame, See plan - - 

Base ------ 

Base Shoe - - 

Picture Mould - - - - 

Closet Base 

Hook Strips ----------- 

Thresholds -- ------- 


Balance of Rooms, First Floor 
Sides of Trim For 2/Qx6/8 Door - - - - 

Sides of Trim For 2/bx 6/8 Door - - - - 

Sides of Trim For 2/6x6/8 C.O. 

Sides of Trim For 2/4x6/8 Door - — - 

Sides of Trim For 2/0x6/Q Door — - - 

Sides of Trim For l/0x6/8 Door - — - 

Sides of Trim For 2/0xb/Q Closet Door - 
Sides of Trim For l/0x6/8 Closet Door - 
Sides of Trim For 10x12 - 12 Lt .Window 
Sides of Trim For 9x12 - 12 Lt .Window - 
Sides of Trim For 8x10 - 12 Lt .Window - 
Sides of Trim For 26x16 - 2 Lt .Window - 
Base -- -------------- 

Base Shoe --------------- 

Picture Mould ------------- 

Chair Rail - ----------- 

Hook Strips -------------- 

Thresholds -------------- 

Closet' Base -------------- 


Stair Cove Moulding - 

Landing Treads - - - 

Shelf Cleats - - - - 
Closet Pole - - - - - 
Closet Pole Rosettes 


Medicine Cabinet - -- -- -- -- -- -- 
Combination Kitchen Cabinet and Worktables 


LITTLE CHUTE LUMBER & FUEL 80. 


LITTLE CHUTE, WIS. 

PHONE -22 
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WAUKESHA 




THE WAUKESHA 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity 


1 Po. 

1 Pc. 
3 Po. 

2 Pc. 
26 Pc. 
23 Po. 

1 Po. 
1 PC. 
1 Pc. 
6 Pc. 
60 Pc. 
5 Pc. 

15 Pc. 
18 Pc. 
9 Po. 

1 Pc. 
32 Pc. 
18 po. 
2?7 Pc. 

5 Pc. 
710 Ft. 

20 Ft. 
880 Ft. 
16?0 Ft. 
39 Ft. 
800 Lin 


Size 


6x8-16 

6x8-12 

6x6-7 

2x10-18 

2x10-14 

2x10-12 

2x10-6 

2x8-14 

2x8-12 

2x6-18 

2x6-16 

2x6-14 

2x6-12 

2x6-10 

2x6-8 

2x4-16 

2x4-14 

2x4-12 

2x4-8 

1x4-12 

1x4 


1x6 

1x6 

1x8 

1x3 

Ft. 


lxl 


11 Squares 25* 


810 Ft. 
36 Ft. 


5/8*3 i 


9 Squares 5~2 


70 Ft. 
1 Po. 
1 Pc. 
1 Pc. 
4 Pc. 
1 Pc. 


1x6 

1x8-12 

1x6-12 

1x12-14 

4x4-7 

2x4-14 


26 Lin .Ft. 1x2 


I 


20 Ft. 1x4 to 1x10 


3 Po, 


1x12-10 


3 Pc .1^x10-14 


3 Pc. 

1 Pc. 

2 Pc. 
1 Pc. 


1x8-14 

1x10-6 

2x4-12 

4x4-7 


Where Used 


Girder ---------- 

Girder ---------- 

Girder Posts ------- 

Joists ---------- 

Joists, Carriages, Sills - 
Joists, Box Sills - - - - 
Lintles --------- 

Plates ----------- 

Plates ---------- 

Ceil .joists ------ -r 


Plates -------- 

Plates, Lintles, Etc., 


Plates, Studs - - - - 
Rafter — ------ 

Plates -------- 

Plates -------- 

Studs & Rafters - - - 
Collar Beams ----- 

S *2.3.Roof Sheathing - 
DM Roof Sheathing - - 
S .2*S.Sub- floor, Etc., 
Shiplap Sheathing - - 
Bridging ------- 

Grounds ------- 

Wall Shingles, Stained 


13/l6x2j F. Flooring 


Ceiling -------- 

Wood Shingles - - - - - 
Outside Finish ----- 

Outside Finish (Porch) - 
Outside Finish (Porch) - 
Outside Finish (Porch) - 
Outside Finish (Porch) - 
Outside Finish (porch) - 


Outside Finish (Misoel.) - - - 
Shelving ----------- 

Cellar Stair --------- 

Cellar Stair - -- -- -- -- 
Cellar stair --------- 

Cellar Stair — - - 

Cellar Stair --------- 


Kind 

Feet. 

Price 

Aznount 

Price 

Amount 


64 










48 










63 










60 









- 

607 










460 










10 










19 










16 










108 









- 

960 










70 










180 









- 

180 










72 










11 










299 










144 










1371 










20 










710 










20 










880 










1650 










39 










67 




















810 










36 




















70 










8 










6 










14 










37 










9 









- 

4 









- 

20 










30 
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28 










5 










16 






• 




9 










If Asphalt shingles Are Used For The Roof Instead Of Wood Shingles As Listed, 

DEDUCT: ADD: 

710 Ft. 1x4 S .2.3. Roof Sheathing 106? Ft. 1x6 D&M Roof Sheathing 

9 Squares 5-2 Wood Shingles 9 Squares Asphalt Shingles, With Kails 

900 Ft. Asphalt Felt. 


LITTLE CHUTE LUMBER & FUEL 68. 

little chute, wis. 

PHONE -22 
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WAUKESHA 


MATERIAL LIST FOR THE PRENTICE 


Quantity size 


ARTICLE AND DESCRIPTION 


Feet . 


Quantity Size ARTICLE AND DESCRIPTION Feet. 

'B aflffl 

2 Pc. 2x6-22 Main Building Porch, Etc., -------- 44 

13 Pc. 2x6-20 Main Building Porch, Etc., -------- 260 

2 Pc. 2x6-16 Main Building Porch, Etc., -------- 32 

2 Pc. 2x6-14 Main Building Porch, Etc., -------- 28 

38 Pc. 2x6-12 Main Building, Porch, Etc., -------- 456 

3 Pc. 2x4-12 Main Building 24 

1 Pc. 2x8-14 Valley Rafters 19 

1 Pc. 2 x 8 -l 8 Valley Rafters - -- -- -- -- -- -- - 24 

Step and Stair Carriages 

2 Pc. 2x10-14 Cellar Stairs --------------- 47 

2 Pc. 2x10-16 Main Stairs ---------------- 53 

2 Pc. 2x6-16 Stairs Platform -------------- 32 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

5?0 Ft. 1x4 Roof Sheathing S .2.8 .Spaced 2" ------ 550 

350 Ft. 1x6 Roof Sheathing D&M - -- -- -- -- -- - 350 

1160 Ft. 1x6 Sub-flooring S.2.S.Both Floors ------ 1160 

1820 Ft. 1x8 Box Sheathing O.S. Walls Shiplap - 1820 

110 Ft. 1x6 Ribbons, Baoking & Furring - -- -- -- - 110 

1000 Lin.Ft.lxl Ground (Around Inside Openings) ------ 83 

68 Ft. 1x3 Bridging --------- — ------ 68 

85 Ft. 1x2 Floor Stripping 2nd Floor Only ------ 85 

Siding For Outside Walls 

975 Ft • 3 Ax 8" Bev. Siding 1" Lap — 975 

7 Squares 25" Stained Wall Shingles 12" Exp, ------ 

Flooring and Ceiling 

1170 Ft. 13/I6x2i Flooring - - — - 1170 

96 Ft. 5/3*3i Ceiling Porches -------------- 96 

Shingles 

8750 5-2 #1 Shingles For Roof Laid 4-1/2" Exp. (10 Squares) 

Outside Finish Lumber 

80 Ft. 1x6 Facias ------------------ 80 

1 Po. 2x6-8 Gate Jambs -------------- 8 

33 Ft • 1j lO Poroh Lintle Frieze ------------ 33 

lo Ft. 1x8 Porch Lintle Frieze ------------ 18 

9 Ft. 1x4 Porch Lintle Soffit ------------ 9 

20 Ft .1x4 to 1x10 Miscellaneous O.S. Finish -------- 20 

Inside Finish Lumber 

5 Pc. 1x12-10 Shelving ---------------- 5° 

3 pc. 1^x10-14 Cellar Stair Treads ------------ 44 

3 Pc. 1x8-14 Cellar Stair Risers ------------ 28 

2 Pc. 2x4-12 Cellar Stair Rails - 16 

1 Pc. 4x4-7 Cellar Stair Posts ------------ 9 

Miscellaneous 

2000 Ft. Insulating Material - -- -- -- -- -- - 

Quantity Size ARTICLE AND DESCRIPTION Price 

10 Metal Base Knobs ------- - 

1 Metal Base Knobs Bath Room - - - 

5 Doz. Coat and Hat Hooks ------ - 1 

1 Friction Bolt (Cabinet Doors) - 

9 Sets Window Blind Hangers ----- - 

2 Pr. Blind Hinges - - — - -- -- - 

Rough Hardware 

2-1/2 Hanks Sash Cord - -- -- -- -- -- - . 

30 1/2x16" Anchor Bolts with Nuts & Washers-: 

2 6 x 6 Post sockets --------- - 

2 H Post Caps - -- -- -- -- -- - 

16 Lag Screws - -- -- -- -- - - 

325 Lbs. Sash Weights - -- -- -- -- - ; 

BUILDING PAPER 

4 500 Ft .Rolls 50# Building Paper For Walls - - 

2 500 Ft .Rolls 50# Building Paper For Floors - n 

_ SHEET METAL MATERIAL 

75 Ft. 1<*" Valley Tin - -- -- -- -- - - 

.25 Pc. 12x16" Tin Shingles - - - -- -- -- - . . 

3 Pc. 2" Galv.Iron Pipe 6 " Long Threaded 

1 End - 

40 Ft. 3" Conductor Pipe -------- - 

6 Po. 3 " Elbows ------------ * 

1 Doz. 3" Conductor Pipe, Hooks - - - - - - 

3 Pc. 3" Strainers - - - — ------ - 

3 Pc. 3" Shoes ------------- 

lo Ft. 3 x 8 Vents for Gas Range - - — - - - 

NAILS 

65 Lb8.20d Common Nails 5 Lbs.lOd Finish Nails 

25 Lbs .I 6 d Common Nails 15 Lbs. 8 d Finish Nails 

65 Lbs.lOd Common Nails 5 Lbs. 6 d Finish Nails 

125 Lbs. 8 d Common Nails 2 Lbs. 4d Finish Nails 

5 Lbs. 6 d Common Nails 1 Lb.7/8"Finish Brads (16 Gauge) 

5 Lbs.lOd Casing Nails 45 Lbs. 3 d Galv. Shingle Nails 

35 Lbs. 8 d Casing Nails 30 Lbs. 8 d Coated Nails 

5 Lb 8 . 6 d Casing Nails TOTAL I RICE 

PAINT, VARNISH, ETC. 

4 Gals. Outside Body Paint 2 coats - - - 

2 Gals. Outside Trim paint 2 coats - - - 

1/2 Gals. Porch Ceiling Paint - - 

1-1/2 Gals. Blind or Shutter Paint - - - - - ' 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

4 Gals. Inside Varnish - -- -- -- - - 

4 Gals. Floor Varnish - -- -- -- -- - 

1/2 Gals. Spar Varnish - -- -- -- -- - 

1/4 Gala . Shellac - - - ------- - 

1-1/2 Gals. Liquid Wood Filler ------ - __ 

25 Lbs. Paste Filler - -- -- -- -- - 

1/2 Gals. Flat White 

1 Gals. White Enamel - -- -- -- -- . 

2 Gals. Boiled Linseed Oil ------ - 

2 Gals. Turpentine - -- -- -- -- - - 

25 Lbs. Putty - -- -- -- -- -- -- - 


LUMBER 

Wall Plates or Sills For Foundation 

4 Pc. 2x6-16 Main Building Wall plates 64 

9 Pc. 2x6-12 Main Building Wall Plates 108 

2 Pc. 2x6-10 Main Building wall plates 20 

4 Po. 2x10-12 Main Building Box Sills 80 

1 Pc. 2x8-4 Wall Plates 5 

Girders and Lintles 

1 Pc. 6x8-16 Main Building --------------- 64 

1 Po. 6 x 8-8 Main Building --------------- 32 

2 Pc. 2x8-14 Front Poroh Roof Beam ----------- 37 

2 Pc. 2x8-12 Front Porch Roof Beam ----------- 32 

Girder Posts 

2 Pc. 6x6-7 Main Building --------------- 42 

Floor Joists, Headers and Trimmers 

4 Pc. 2x10-16 First Floor Main Building 107 

34 Pc. 2x10-12 First Floor Main Building - 680 

10 Po. 2x10-10 First Floor Main Building - - I 67 

3 Po. 2x10-16 Second Floor Main Building 80 

28 Pc. 2x10-12 Second Floor Main Building - - 56 O 

12 Po. 2x10-10 Second Floor Main Building 200 

4 Pc. 2x10-8 Second Floor Main Building - -- -- -- - 53 

Celling Joists 

28 Po. 2x6-12 Main Building 336 

7 Pc. 2x4-8 Front porch - -- -- -- -- -- -- -- - 37 

Outside Studs 

100 Pc. 2x4-14 Main Building --------------- 933 

10 Po. 2x4-9 Main Building --------------- 60 

10 Pc. 2x4-8 Main Building --------------- 53 

5 Po. 2x4-12 Gables 40 

20 Po. 2x4-8 Gables - -- -- -- -- -- -- -- -- - 107 

Inside Studs 

58 Pc. 2x4-8 First Floor ---------------- 309 

2 Pc. 2x6-8 First Floor ---------------- 16 

54 Po, 2x4-8 Seoond Floor --------------- 288 

8 Pc. 2x4-10 Seoond Floor --------------- 

5 Po, 2x6-8 Seoond Floor --------------- 

Stud and Partition Plates 

26 Pc. 2x4-14 Outside Walls --------------- 243 

22 Pc. 2x4-12 Inside Partitions ------------- 176 

I Pc. 2x6-14 Inside Partitions ------------- 14 


Quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation I- 3-5 Mixture - 615 Cu.Ft. 
18-1/2 Cu.Yds. Crushed Stone or Gravel - - - 

11 Cu.Yds. Coarse Sand 

26 Bbls. Portland Cement ------- 


Cement Floor and Steps I- 3 - 5 Mixture 510 Sq.Ft. 
3-3/4 Cu.Yds. Crushed Stone or Gravel - - - - 
3 Cu.Yds. Coarse Sand 
8-1/4 Bbls - 


Portland Cement 


Chimneys and Fireplace 


7500 
60 
180 

7-1/2 Cu.Yds. 
7-1/2 Bbls. 

1 Bbl. 

40 Lbs. 

48 Ft. 8x12"- 
1 


4x4xl/4 n 


Plastering 
422 Yds. 

422 Yds. 

40 Lbs. 1-1/8" 


Common Brick - - - - - - 
Face Brick Fireplace - - 
Fire Clay Brick Fireplace 
Sand ---------- 

Lime ---------- 

Portland Cement - - - - - 

Fire Clay - 

Flue Lining ------- 

Damper - -- ...... 

A8h Dump -------- 

Cleanout Door ------ 

4/0 Angle Iron ----- 

Chimney Anchors - - - - - 


Rock Lath ----- — -----_ 
Gypsum Plaster 

13 Gauge 5/16* Flat Head Diamond 

Points - - — -_ 
FINISH HARDWARE 
4 Cellar Sash Sets 

3 Pr •• 4x4 Door Butts - -- -- -- -- -- 

8 Pr.* 3-l/2x3-l/2 Door Butts - - - 

1 Pr. 3 x 3 Casement Sash Butts ------ ^_ 

5 Pr. 2-1/2 Cupboard Door Butts, Narrow -_ 

1 Pr. 3"l/2x3«l/2 Bath Room Door Butts, 


2 — 1/2 
10 " 


Pr. 

Pr. 

1 

1 

8 

1 

1 Set 1-3/8" 

2 
1 
1 

12 

24 

2 

1 

2 

3 

1 

2 


Medicine Cabinet Butts, Narrow 

Ornamental T. Hinges 

Front Door Look Set ------ 

Grade Door Look Set 
Inside Door Look Sets 
Bath Room Door Look Set 

Floor Double Acting Hinge - -T 

Push Plates 

Casement Sash Fasteners, Single -_ 

Door Pull (Iron) 

Sash Locks - 

Sash Lifts - -- -- - 

Sash Lifts, Bath Room 

Sash Lock, Bath Room ------_ 

Drawer Pulls - -- -- -- -- 
Cupboard Turns - - 

Cupboard Turn, Med. Case - v 

Elbow Cat ohes ---------- 
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PRENTICE 


MATERIAL LIST FOR THE PRENTICE 

(CONTINUED) 


Quantity Size 


Outside Millwork and Mouldings 


ARTICLE AITD DESCRIPTION 
NLLLvfORK 


2 8x12x1-3/3 

8 8x12x1-3/3 

1 36x16x1-3/8 

2 24x16x1-3/3 


10x12x1-1/8 

8x12x1-3/8 

8x12x1-3/8 

36x16x1-3/3 

24x16x1-3/8 


2 Pr. 
7 Pr. 


Bed Moulding - -- - 

Moulded Wood Gutter Complete w v h Metal Fittings- 
Cove Moulding ------ --------- - - - 

1/4 Round Moulding ----- 

Drip Cap - ' 

7 4" 7/6 Porch Columns Square ---- ---------- 

2 4" 7/6 Porch Pilasters Square, See Plan -- — ---- 

1 Gate - ~ 

Outside Door Frames 

1 2/8x6/8xl-3/4 Grade Door Frame D.C. --- 

1 3/0x6/8xl-3/4 Front Door Frame D.C* -------------- 

Window and Sash Frames 

4 10x12x1-1/3 3 Lt .Cellar Sash Frames Plank ----- --- 

16 Lt.Ck.Rail Window Frames P&P D.C. ------ 

12 Lt.Ck.Rail Window Frames P&P D.C. - — - - « 

2 Lt.Ck.Rail Window Frames P&P D.C. - “ 

2 Lt.Ck.Rail Window Frames No Headcasing - - - « 

1 l/8x3/0xl-3/8 (Opg.Size) Sash, Plank 

Windows and Sash 

3 Lt .Cellar Sash Glz . 

16 Lt.Ck.Rail Window Glz. - - - ------ 

12 Lt.Ck.Rail Window Glz. 

2 Lt.Ck.Rail Window Glz. Div. 12 Lts. 

2 Lt.Ck.Rail Window Glz. Div. 12 Lts. - - - - - 

1 1/8x3/0x 1-3/3 (Opg.Size) Sash Glz. Leaded Glass ------- 

Blinds 

Blinds For 3x12 - 16 Lt .Windows 

Blinds For 8x12 - 12 Lt .Windows 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door Glz. ---------- 

1 2/6x6/3xl-3/3 Inside Door Panelled 

1 2/0x6/oxl-3/3 Inside Door Panelled -. 

1 Set 7/8x5- 5/3 Door Jambs For 2/ 6x6/8 Door ----------- 

1 Set 7/8x3 -5/3 Door Jambs For 2/0x6/8 Door With Stops 

1 Set 7/8x5-5/8 C.O. Jambs For 3/6x6/8 Opg. - -- - 
For Balance - First Floor. 

1 2 /8x6/8xl- 3/4 Rear Door Glz. 

1 2/8x6/8x 1-3/S inside Door Panelled ---- - 

1 l/6x6/Sxl-3/S Inside Door Panelled 

2 Sets 7/8x5-5/8 Door Jambs For 2/8x6/8 & Smaller Doors 
Doors and Jambs For second Floor 

2 2/6x6/6xl-3/8 Inside Door panelled 

1 2/4x6/6xl-3/S Inside Door Panelled 

3 2/0x6/6xl-3/8 Inside Door Panelled 

4 sets 7/3x5-5/S Door Jambs For 2/6x6/6 & Smaller Doors 

2 Sets 7/ 3x3»5/8 Door Jambs For 2/4x6/6 & Smaller Doors 

1 10x12-7/8 Pipe Door, Jamb & Trim --------- 

interior Finish: Main Rooms, First Floor 

Sides of Trim For 3/Ox6/8 Door - - - 

Sides of Trim For 2/6x6/8 Door - -- — * 

Sides of Trim For ^0x6/8 Door - --- 

Sides of Trim For 2/0x6/8 Closet Door - - - - - 

Sides of Trim For 3/6x6/8 C.O. -------- 

Sides of Trim For 8x12 - 16 Lt .Window - - - - 

Sides of Trim For 3x12 - 12 Lt .Window 

Sides of Trim For 1/8x3/0 Sash & Wood Box Trim 
Base 

Base Shoe 
picture Mould 


1 

1 

1 

1 

2 

2 

2 

1 

100 Lin .Ft • 

110 Lin,Ft. 

110 Lin. Ft. 
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PRENTICE 


mmmmmnmnn 


MATERIAL LIST FOR THE PRENTICE 

(CONTINUED) 


Quantity Size ARTICLE AND DESCRIPTION 

PRICE 

amount 


PRICE 


AMOUNT 











10 Lin .Ft • Closet Base — 









10 Lin •Ft • Hook Strips — 









1 Pc o 3/6 Thresholds - -- -- -- -- -- -- -- -- 

Interior Finish: Balance of Rooms, First Floor 









3 Sides of Trim For 2>/8x6/8 Doors - -- -- -- -- 









1 Sides of Trim For 2>/6x6/8 Doors - -- -- -- - 









1 Sides of Trim For l/ 6 x 6 /o Doors - -- -- -- -- 









1 Sides of Trim For l/ 6 x 6/8 Closet Doors ----- 









1 Sides of Trim For oxi2 - 12 .-nnaow ------ 

1 Sides of Trim For 36x16 - 2 Lt Window - - 

















36 Lin .Ft • Base --------------- 









46 Lin .Ft • Base Shoe - -- -- -- - --------- 1 









32 Lin«F"» cnti 11 R-i 11 , k rumen — — — — — - — — — —— — — — — 









xu t • new*. oinps - -- -- -- -- -- -- -- -- - 









1 Pc. 3/® Thresholds ------------------- 









10 Lin.pt, Closet Base — — — — 

Interior Finish : Second Floor 


















2 Sides of Trim For 2/4x6/6 Doors ------- 


















5 Sides of Trim For 8x12 - 12 Lt .Window - - 

















2 Sides of Trim For 24X±o - 2 ii»winaow - - - 









154 Lin.Ft • Base ----- 









186 Lin.Ft . Base Shoe — — 









32 Lin.Ft. Closet Base ------------ 









110 Lin.Ft. Picture Mould ----------- 

24 Lin.Ft. Chair Rail Bathroom - - - 

















32 Lin.Ft. Hook Strips - — - 

Main Stair 









1 Pilaster Newel ----------------- 

2 Landing Newel ------------------ 

1 4» 9" starting Tread & Riser - -- -- -- -- -- -- 







/ 


















8 Pc. Treads — — — — 

10 Pc. Risers 

2 Pc. Landing Treads - -- -- -- -- -- -- -- -- 

A Tin _ -?+ _ Do 41 _ _ _ _ ________ 

























OO D ^ 0 Oft Dfi 1 nafora — _ _ _ __ _ _ _ _ ^ M — _ « 









C\J f C • JDallloierb - 


















OO T in TTlf TITq 1 1 Qt 7»{ n(T / O Ifo ni \ _ _ 









j d. Lin«H w • \VaAA boring \c. Mem • j - - — - — • — 

R T In T?t _ 17 a 1 1 Po flinrr - - - 









O JUin .J)t. W B 1 i Oao lllg — — — — — — — — — — — — — 









A DC b J ivAuUCid ” — — — — — — — • 

Miscellaneous 









C. r v « AmIIU IILq 1 A CaUo ■ 









C.\ J A> L 1 1 • J l* • Olie A 1 UAC&US • * * * 

1 O T i n -T?t - PlOClAtVolAQ — mm mm mm mm « — - • • « — «. _ mm mm mm mm 









1* C. JLi Hi • j: L • UlUdoL iUlLo • * 

3 Pr . Closet Poles Rosettes -------------- 

Cabinets 

















A DC U J 1 ICjJld^C JL X AiU — 

1 O /C\'r~i /O 7/onn -roy ( Qpp plonl - -- -- -- -- -- -- -- 









A c/ VAj/ v if W UU J}vA \ OCC A ACLilj 









1 3/0x8/0 Combination Kitchen Cabinet and Worktable - - - - 


















LITTLE CHUTE LUMBER & FUEL C8. 


LITTLE CHUTE, WIS. 

PHONE -22 
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PRENTICE 


THE PRENTICE 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity £ 

Size 

Where Used Kind 

Feet 

Price 

Amount 


Price 


Amount 


1 PC. 

1 PO. 

2 FO. 

9 Pc. 

2 Fo. 

66 Fo. 

22 Pc. 

4- Pc. 

1 PC. 

3 Pc. 

2 Pc. 

1 Po. 

2 Po. 

13 Pc. 

8 po. 

3 Po. 

75 Pc. 

2 Pc. 

7 Po. 

126 PC. 

30 Pc 

8 Po. 

10 Po. 

149 Pc. 

550 Pt. 

350 Pt. 

1270 Pt. 

1820 Pt. 

68 Pt. 

85 pt. 

1000 Lin. 

975 It. 

7 Square 1 

1170 Ft. 

96 Ft. 

10 Squan 

80 Ft. 

33 n. 

18 Ft. 

9 Ft. 

20 Ft. 

1 Pc. 

? Pc. 

3 Pc. 

3 Pc. 

2 Po. 

1 Pc. 

6x8-16 

6x8-8 

6x6-7 

2x10-16 

2x10-14 

2x10-12 

2x10-10 

2x10-8 

2 x 8-18 

2x8-14 

2x8-12 

2x8-4 

2x6-22 

2x6-20 

2x6-16 

2x6-14 

2x6-12 

2x6-10 

2x6-8 

2x4-14 

>2x4-12 

2x4-10 

2x4-9 

2x4-8 

1x4 

1x6 

1x6 

1x8 

1x3 

1x2 

Ft. lxl 

3/4*8 

3 25* 

13 A 6 x 2 i 

5/8*3$ 

98 5-2 

1x6 

1x10 

1x8 

1x4 

1x4 to la 

2x6-8 

1x12-10 

I$xl0-1/ 

1x8-14 

2x4-12 

4x4-7 

Girder - -- -- -- -- -- -- 

64 









Girder - -- -- -- -- -- -- 

32 









Girder Post - -- -- -- -- - 

42 









Joist & Carriages ------- 

240 









Carriages ----- — ---- 

47 









Joists & Sills --------- 

1320 









Joists ------------- 

3£7 









joists --------- — -- 

53 









Rafters --------- — - 

24 









Rafters & Lintle -------- 

56 









Lintle ------------- 

32 









Wall Plate ..... 

5 









Rafters - -- -- -- -- -- - 

44 









Rafters - -- -- -- -- -- - 

260 









Rafters Plates, Etc., ----- 

128 









Rafters, Plates - - ----- 

42 









Rafters, Plates, Etc., - - - 

900 


* 







Plates ------------- 

20 









Studs ------------- 

56 









Studs & Plates - -- -- -- -- 

1176 









Studs Sc Plates, Etc., ----- 

240 









Studs - -- -- -- -- -- -- 

53 









Studs ------------- 

60 









Studs Sc Ceil.Joists ------ 

795 









S.2.S.Roof sheathing ------ 

550 









D m Roof Sheathing - - 

350 









S .2.3. Sub- flooring, Etc., - - - 

1270 









Shiplap Sheathing ------- 

1820 









Bridging — - 

68 









Flooring Stripping ------- 

85 









Grounds ------------ 

83 









Bare lied Siding -------- 

975 









Wall Shingles 12 • Exp .Stained - 










F .Flooring ----------- 

1170 









Ceiling ------------ 

96 









Wood Shingles ----- -- 










Outside Finish --------- 

80 









Outside Finish --------- 

33 









Outside Finish --------- 

18 









Outside Finish --------- 

9 









:10 Outside Finish (Usl.) - - - - 

20 









Outside Finish (Gate Jamb) - - - 

8 









Shelving ------------ 

50 









l- Cellar Stair - -- -- -- -- - 

44 









Cellar Stair ---- — ---- 

28 I 








Cellar Stair ---------- 

16 









Cellar Stair ---------- 

9 

4 









If Asphalt Shingles Are Used For Roof Instead Of Wood Shingles As Listed, 

DEDUCT t ADD: 

5?0 Ft* 1x4 S.2.S.Roof Sheathing 826 Ft* 1x6 D &U Roof Sheathing 

10 Squares ?-2 Wood Shingles 10 Squares Asphalt Shingles, With Nails 

1000 Ft* Asphalt Felt* 


umt CHUTE LUMBER t FUEL ft, 

little chute, wis. 

PHONE. 22 
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PRENTICE 


MATERIAL LIST FOR THE DIXON 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet. 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet . 


LUMBER 

Wall Plates or sills For Foundation 

6 Pc. 2x6-16 Main Building Wall Plates — 9b 

2 Pc. 2x6-12 Main Building Wall Plates --------- 24 

2 Po. 2x6-10 Main Building Wall Plates gO 

4 Pc. 2x8-16. Main Building Box Sills 85 

Floor Joists, Headers and Trimmers 

k Pc. 2x8-14 First Floor Main Building . 93 

28 Po. 2x8-12 First Floor Main Building ££8 

22 Pc. 2x8-10 First Floor Main Building - - 2 93 

Ceiling joists , 

8 Pc. 2x6-20 Main Building loo 

10 Pc. 2x6-16 Main Building 

8 Pc. 2x6-14 Main Building 

12 Po. 2x6-12 Main Building ------------- 144 

3 Pc. 2x4-12 Front porch 24 

Outside Studs , Q 

130 Pc. 2x4-8 Main Building .----*- 093 

32 Pc. 2x4-8 Gables 

8 Pc. 2x4-6 Gables — " ^ 

Inside Studs , Q 

88 Pc. 2x4-8 Frist Floor 409 

5 pc. 2x6-8 First Floor 40 

Stud and Partition Plates 

26 Pc. 2x4-14 Outside Walls --------------- ^£3 

20 Pc. 2x4-12 Inside Partitions 

1 Pc. 2x6-10 Inside Partitions ---- iu 

Rafters enc*. 

36 Pc. 2x6-16 Main Building 57 ° 

10 Pc. 2x6-10 Main Building luu 

5 Pc. 1x4-12 Collar Beams 2U 

7 Pc. 2x4-10 Front porch 4£ 

7 Pc. 1x6-10 Front porch Furring ------------ 37 

1 Pc. 2x8-18 Valley Rafters 24 

1 Pc. 2x8-14 Valley Rafters - 


Step and Stair Carriages _ 

2 Pc. 2x10-14 Cellar Stairs 

1 Pc. 2x6-16 Stairs Platform * 

Sheathing, Boards, Sub- flooring, Furring, Etc., 

700 pt » 1x4 Roof Sheathing S.2.S.Spaced 2" Apart 700 

760 Ft. 1x6 Sub-flooring S.2.S. “ ; * " " " " " " , 

1^0 Ft. 1x8 Box Sheathing 0. Stalls Shiplap 15|0 

80 Ft. 1x6 Backing & Furring ” °>j 

800 Lin .Ft • lxl Ground (Around Inside Openings) ” ^ 

48 Ft. 1x3 Bridging - * 

Siding For 0ut3ide Walls in0 

100 Ft. 3/4x8* Bev .Siding Rustic ' 

11 Squares 24" Stained Wall Shingles Laid 10 Exp. - - - 

Flooring and Ceiling _ 7 ^ 0 

750 Ft. 13/l6x2i F. Flooring ---- [ 'i 0 

50 Ft. 5/8x3i Ceiling Porches - -- -- -- -- 

7750°''" ?-2 No.l Shingles For Roof Laid Ai* Exp. (8^ squares) 

Outside Finish Lumber _ 

70 Ft. 1x6 Facias - - - 'I’ll. i<0 

18 Pc. 1x10-10 Blind Material _ 

9 pc. 1x3-6 Blind Material ----- - " “ 7 0 “ "-.I " 07 

1 Pc. 4x8-10 Porch Post Purlins (Cut to Curve) See Plan - 7 

1 Pc. 4x6-14 Porch Lintle ” pg 

3 pc. 4x4-7 Porch posts * * * I 

20 Ft .1x4 to lxlO Miscellaneous O.S.^"ish 

Inside Finish Lumber . -ao 

3 Pc. 1x12-10 Shelving „ 

1 Po. lixlO-14 Cellar Stair Treads - ^ 

3 Pc. 1x8-14 Cellar Stair Risers * ’ ~ 

2 Pc .2x4-12 Cellar Stair Rails - -- -- -- -- Q 

1 Pc. 4x4-7 Cellar Stair Posts 7 

Miscellaneous „ x 4 . -- 

1500 Ft. Insulating Material ------ 


quantity Size 


ARTICLE AND DESCRIPTION 


price 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation 1-3-5 Mixture 600 Cu.Ft. 

17-1/2 Cu.Yds. Crushed Stone or Gravel ----=-* 

10-1/2 Cu.Yds. Coarse Sand - -- -- -- -- -- 

25 Bbls. Portland Cement --------- 

Cement Floor and Steps 1-3-5 Mixture 300 Sq.Ft. 

3 Cu.Yds. Crushed Stone or Gravel - - - - — 

2 Cu.Yds. Coarse Sand - -- -- -- -- -- 

4-3/4 Bbls. Portland Cement - -- -- -- -- 

Chimneys and Fireplace 

750 Common Brick ---------- 

3/4 Cu.Yds. * Sand 

3/4 Bbls. Lime 

1/4 Bbls. Portland Cement - -- -- -- -- 

24 Ft. 8x8 Flue Lining - 


Plaste ring 

300 Yds. Rock Lath Plaster Base - 

300 Yds. Gypsum Plaster - 2 coats - - - - 

30 Lbs. 1-1/8" 13 Gauge 5/l6" Flat Head, Smooth 

Diamond Points - - 

140 Ft. Metal corner Beads ------- 

FINISH HARDWARE 

3 Cellar Sash Sets -------- 

2 Attic Sash Sets • r 

3 Pr. 4x4 Door Butts — " 

8 Pr. 3-1/2X3-1/2 Door Butts “ 

7 Pr. 2-1/2 cupboard Door Butts, Narrow - - - 

1 pr. 3- 1/2x3- 1/2 Bath Room Door Butts, 

1 Pr. 2-1/2 Medicine Cabinet Butts, Narrow - 

1 Front Door Lock Set - - - - - 

1 Grade Door Lock Set ------- 

8 Inside Door Lock Sets ------ 

1 Bath Room Door Lock Set ----*■ 

7 Sash Lock 8 ----------- 

14 Sash Lifts ----------- 

2 Sash Lifts, Bath Room - • 

1 Sash Lock, Bath Room - - - - - 

2 Drawer Pulls ---------- 

4 cupboard Turns --------- 

1 Cupboard Turns, Med .Case - - - 

3 Elbow Catches --------- 

10 Metal Base Knobs ------- 

1 Metal Base Knob Bath Room - - - 

3 doz. Coat and Hat Hooks ------ 

10 Sets Window Blind Hangers - - - - - 


Rough Hardware 
2 Hanks 

34 1/2x1 6* 

200 Lbs. 


3 500 Ft .Rolls 
1 500 Ft .Roll 


50 Ft. 
40 Ft. 
1 Doz 
6 Po. 
3 Pc. 
30 Ft. 
6 Pc. 
9 Pc. 
3 Pc. 
3 Pc. 


14" 

V 

.5" 

5 " 

5x3 M 
3" 

3" 

3" 

3" 

3" 


Sash Cord - 

Anchor Bolts with Nuts & Washersr 
Sash Weights “ “ 

BUILDING PAPER 

50 * Building Paper For Walls - ■: 
50# Building Paper For Floors - - 

SHEET METAL MATERIAL 
Valley Tin — --------- 

Gutter Eaves Trough 

Hangers 

End Caps - 

Drop Outlets ---------r 

Conductor Pipe --------- 

Elbows ------------- 

Conductor Pipe, Hooks ------ 

Strainers - -- -- -- -- -- 
Shoes ----------- 


60 Lbs.20d 
25 Lbs.l6d 
60 Lbs.lOd 
100 Lns. 8d 
5 Lbs. 6d 
5 Lbs.lOd 
20 Lbs. 8d 


1/2 Gals. 
1-1/2 Gals. 

1/4 Gals. 
1-1/2 Gals. 
1/2 Gals. 
2 Gals. 
2 Gals. 
1/2 Gals. 
1/4 Gals. 
1-1/2 Gals. 
1/2 Gals. 
1 Gals. 

1 Gal 8 . 

2 Gals. 
10 Lbs. 
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NAILS , , „ 

Common NailB 5 Lbs. 6d Casing Nails 

Common Nails 5 Lbs.lOd Finish Nails 

Common Nails 10 Lbs. 8d Finish Nails 

Common Nails 5 Lhs. 6d Finish Nails 

Common Nails 2 Lhs. 4d Finish Nails 

Casing Nails 1 Lb .Box 7/8»Finish Brads U6 Gauge) 

Casing Nails 35 Lbs. 3* 

PAINT , VARN I SH , ET C . 

Outside Body Paint 2 coats - 7 “ 

Outside Trim Paint 2 coats - - - 

porch Ceiling Paint ------ — 

Blind or shutter paint - - - • " 

Sheet Metal Paint (Mineral) - - * 

Inside* Varnish - -- -- -- - 1 

Floor Varnish - -- -- -- -- 

Spar varnish - -- -- -- -- “ — 

Shellac - -- -- -- -- - “ — - 

Licuid Wood Filler ------ 

Flat White “ ’ 

White Enamel - -- -- -- -- ” 

Boiled Linseed Oil ------ i_ — 

Turpentine - “ 1 

putty - 


LITTLE CHUTE LUMBER & FUEL C8. 

LITTLE CHUTE, WIS. 

PHONE -22 


DIXON 


MATERIAL LIST FOR THE DIXON 

(CONTINUED) 


quantity Size 

ARTICLE AMD DESCRIPTION 


PRICE 

AMOUNT 

PRICE 

AMOUNT 

MILLWORK 

Outside Millwork and Mouldings 

1*?0 T.in.Vt . Tied VCouldinor ........ .......... 









30 Lin. Ft. 

30 Lin. Ft. 

10 Lin .Ft. 

Outside Door pram 

1 2/8x6/8xl-3/4 

1 3/0x6/8xl-3/4 

Window and Sash 1 

3 10 x 12 x 1 - 1/8 

Cove Moulding — — — — — — — - — 









1/4 Found Moulding ......... ...... 









Drip Cap - - - ................. 









as 

Grade Door Frame DeCe .............. 









Front Door Frame DeC* 









rames 

3 Lt .Cellar Sash Frames Plank ---------- 









1 8 x 12 x 1 - 3/8 

16 Lt.Ck.Re.il Window Frames P&P Spec. Cap ... - 









6 8 x 12 x 1 - 3/8 

1 8 x 10 x 1 - 3/8 

12 Lt.Ck.Rail Window Frames P&P D.C. ------ 









12 Lt.Ck.Rail Window Frames P&P D.C. ------ 









2 8 x 10 x 1 - 3/8 

Louvres 

1 6 »xV 6 










(Opg.Size) Louvre ---------------- 

3 Lt. Cellar Sash Glz. -------------- 









Windows and Sash 

3 10 x 12 x 1 - 1/8 









1 8 x 12 x 1 - 3/8 

16 Lt.Ck.Rail Window Glz. ------------ 









6 8 x 12 x 1 - 3/8 

12 Lt.Ck.Rail Window Glz. ------------ 









1 8 x 10 x 1 - 3/8 

12 Lt.Ck.Rail Window Glz. ------------ 









2 8 x 10 x 1 - 3/8 

Doors and Jambs I 

1 3/0x6/8xl-3/4 

6 Lt .Sash Glz. ----------------- 









*or Main Rooms 

Front Door Glz. See Plan - -- -- -- -- -- - 









1 2 / 6 x 6 / 8 x 1 - 3/8 

Inside Door Panelled ------------ -- 





• 




1 3 / 0 x 6 / 8 xl- 3/8 

2 Sots 7 / 8 x 5 - 5/8 

Inside Door Panelled -------------- 









Door Jambs For 2^6x6/8 & Smaller Doors ----- 









For Balance 

1 2/Bx6/8xl-y4 

Rear Door Glz. - -- -- -- - — - - - - - 









3 2 / 6 x 6 / 8 xi- 3/8 

Inside Door Panelled - -- -- -- -- - — - - 









2 2 / 0 x 6 / 8 xl- 3/8 

Inside Door Panelled - -- -- -- -- -- - - - 









1 1 / 8 x 6 / 8 x 1 - 3/8 

Inside Door Panelled -------------- 









1 1/4x6/8x1-3/8 

Inside Door Panelled -------------- 









3 set b 7 / 8 x 5 - 5/8 

Door Jambs For 2/6x6/8 & Smaller Doors ----- 









4 Sets 7/8 x3-5/8 

Door Jambs For 2/ 6 x 6/8 & Smaller Doors ----- 

Scuttle Jamb and Trim -------------- 









1 20 x 30 " 









1 12x16-7/8 

Pipe Door, Jamb & Trim ------------- 









Interior Finlsht 

1 

Main Rooms 

Sides of Trim For 3/0x6/8 Door --------- 









1 

Sides of Trim For 2/6x6/8 Door --------- 









1 

Sides of Trim For 2/0x6/8 Door — - -- -- -- 

Sides of Trim For 8x12 - 12 Lt .Windows - - - - - 









4 









1 

Sides of Trim For 2/0x6/8 Closet Doors ----- 









90 Lin .Ft. 

Base --------------- — ----- 









100 Lin. Ft. 

Base Shoe -------------------- 









100 Lin .Ft. 

Picture Mould ------------------ 









10 Lin.Ft. 

Hook Strips — - - ------------- 









10 Lin.Ft. 

Closet Base ------------------- 









1 Pe. 3/6 

Thresholds --- - ------------- 









LITTLE CHUTE LUMBER & FUEL £0. 

LITTLE CHUTE, WIS. 

PHONE -22 j 

il 
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IXON 


MATERIAL LIST FOR THE DIXON 

(CONTINUED) 


quantity size ARTICLE AND DESCRIPTION 1 prtph 

AMOUNT 

PRICE 

AMOUNT 

Interior Firtisht 

Balance of Rooms 









1 

Sides of Trim For 2/8xb/Q Door - -- -- -- -- 









7 

Sides of Trim For 2/6x6/8 Doors --------- 









3 

Sides of Trim For 2/0x6/8 Doors --------- 









1 

Sides of Trim For l/8x6/8 Door --------- 









1 

Sides of Trim For 1/4x6/8 Door --------- 









1 

Sides of Trim For 2/0x6/8 Closet Door — 









1 

Sides of Trim For l/8x6/8 Closet Door ------ 









1 

Sides of Trim For l/4x6/8 Closet Door - - - 









1 

Sides of Trim por 8x12 - 16 Lt .Window ------ 









2 

Sides of Trim por 8x12 - 12 Lt .Window ------ 









1 

Sides of trim For 8x10 - 12 Lt.Window - - 









6 Lin. Ft. 

Sash Stool • 









106 Lin. Ft. 

Base - 









126 Lin .Ft. 

Base Shoe - 









46 Lin .Ft. 

Picture Mould - - - ----- - - 









?0 Lin. Ft. 

Chair Rail, Kitchen & Bathroom --------- 









1 Pc. 3/0 

Thresholds 









20 Lin. Ft. 

Closet Base 









Miscellaneous 










1 Pc. 

Landing Tread ------------------ 









8 Lin. Ft. 

Shelf Cleats ------------------ 









8 Lin.Ft. 

Closet pole ------------------- 









2 Pr. 

Rosettes -------------------- 









Cabinets 










1 

Medicine Cabinet ---------------- 









1 2/9x3/6 

Kitchen Cabinet Above Ref. -- . . - . . 









1 

Combination Kitchen Cabinet and Worktables - - -|__ 









UTTIE CHUTE LUMBER h FUEL 60. 
LITTLE CHUTE, WIS, 
PHONE -22 
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DIXON 


THE DIXON 

LUMBER LIST RECAPITULATED FOR PRICING 


Kind 

Feet 

Price 

Amount 

Price 


Amount 


47 










24 










, 8? 










112 










448 










293 










160 










848 










112 










168 










130 










40 










243 










184 










*7 










1333 










32 










35 










20 










700 









» 

840 










1530 










48 










67 










100 




















750 










50 




















70 










150 










14 










27 



N 







28 










28 










20 










30 










44 










28 










16 










9 










Quantity 

Size 

2 Pc. 

2x10-14 

1 PC. 

2x8-18 

4 Pc. 

2x8-16 

6 Pc. 

2x8-14 

28 Pc. 

2x8-12 

22 Pc. 

2x8-10 

8 Pc. 

2x6-20 

53 pc. 

2x6-16 

8 pc. 

2x6-14 

14 Pc. 

2x6-12 

13 Pc. 

2x6-10 

5 pc. 

2x6-8 

26 Pc. 

2x4-14 

23 PC. 

2x4-12 

7 Pc. 

2x4-10 

250 Pc. 

2x4-8 

8 Pc. 

2x4-6 

7 Pc. 

1x6-10 

5 pc. 

1x4-12 

700 Ft. 

1x4 

840 Ft. 

1x6 

1530 Pt. 

1x8 

48 Ft. 

1x3 

800 Lin 

•Ft • lxl 

100 Ft. 

3/4x8* 

11 Square 

* 

CM 

00 

750 Pt. 

13A6 x 2^ 

50 Pt. 

5/8*3* 

8-1/2 Sqi 

lares J-2 

70 Pt. 

1x6 

18 Pc. 

1x10-10 

9 Pc. 

1x3-6 

1 PC. 

4x8-10 

1 Pc. 

4x6-14 

3 Pc. 

4x4-7 

20 Ft .1x4 

1. to 1x10 

3 Pc. 

1x12-10 

3 Pc. 

l*xl0-14 

3 Pc. 

1x8-14 

2 pc. 

2x4-12 

1 Pc. 

4x4-7 


Where Used 


Stair Carriages - - - - 
Valley Rafters - - - - - 

Box Sills - 

Joists & Valley Rafters 

Joists - - - - - - - 

Joists --------- 

Ceiling Joists - - - 


Ceiling Joists 


Rafters, Plates, Etc., 
Studs -------- 

Plates -------- 


Porch Rafters - - - 
Studs ------- 

Studs ------- 

Porch Roof purring - 
Collar Beams - - - - 
S.2.S.Roof Sheathing 


S.2.S .Sub-Flooring, Baoking,Etc. 
Shiplap Sheathing - - - - - 
Bridging ---------- 

Grounds ---------- 


Bevelled Siding (Rustic) - - - - 
Stained Wall Shingles - - - 
F .Flooring --------- 

Ceiling ---------- 


Outside Finish -------- 

Outside Finish (Blinds) 

Outside Finish (Blinds) 

Outside Finish (Porch) - 

Outside Finish (Porch) - - - - 
Outside Finish (Porch) - - - - 

Outside Finish (Miscel.) 

Shelving ----------- 

Cellar stair Material 

Cellar Stair Material 

Cellar Stair Material - - - - 
Cellar Stair Material - - - - 


If Asphalt shingles Are Used For Roof Instead Of Wood Shingles As Listed, 
DEDUCT: jqjj), 


700 Ft. 1x4 S .2.3 .Roof Sheathing 

0-1/2 Squares ?-2 Wood Shingles 


10J0 Ft. 1x6 D m Roof Sheathing 

8-1/2 Squares Asphalt Shingles, With Mails 

850 Ft. Asphalt Felt. 


LITTLE CHUTE LUMBER & FUEL C0. 
LITTLE CHUTE, WIS. 
PHONE -22 
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DIXON 


MATERIAL LIST FOR THE BURLINGTON 


Quantity Size 


ARTICLE AND DESCRIPTION 


Feet. 


LUMBER 


Wall Plates or Sills For Foundation 

6 Pc. 2x6-16 Main Building Wall Plates ------------- 96 

4 Pc. 2x6-14 Main Building Wall Plates ------------- $6 

2 Pc. 2x6-12 Main Building Wall Plates - 4 24 

2 Pc. 2x6-10 Main Building Wall Plates ----------- 20 

2 Pc. 2x10-18 Main Building Box Sills -------------- 60 

1 Pc. 2x10-16 Main Building Box Sills - 27 

Girders and Lintles 

1 Pc. 6x8-16 Main Building --------- -------- 64 

1 Pc. 6x8-14 Main Building 56 

1 Pc. 6x8-8 Main Building ------------------- 32 

2 Pc. 2x8-12 Front porch Roof Beam -------- — ----- 32 

4 Pe. 2x8-8 Front porch Roof Bean --------------- 43 

4 Pc. 2xo-10 Front Porch Roof Beans -------------- 53 

Girder Posts 

4 Pc. 6x6-7 Main Building ------------------- 84 

Floor Joists, Headers and Trimmers 

2 Pc. 2x10-14 First Floor Main Building 47 

36 Pc. 2x10-12 First Floor Main Building 720 

15 Pc. 2x10-10 First Floor Main Building 25O 

2 Fc. 2x10-8 First Floor Main Building 27 

2 Pc. 2x10-16 Second Floor Main Building 53 

2 Pc. 2x10-14 Second Floor Main Building 47 

53 Pc. 2x10-12 Second Floor Main Building 1060 

2 Pc. 2x10-10 Second Floor Main Building - ----- -- 33 

2 Pc. 2x10-8 Second Floor Main Building 27 

Ceiling Joists 

24 Pc. 2x6-18 Main Building - 432 

4 Pc. 2x6-14 Main Building ------ ---- ----- 56 

16 Pc. 2x4-9 Front Porch - - -- -- - - -- -- -- - - - - - - 96 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

— 800 Ft. 1x4 Roof Sheathing S. 2. S. Spaced 2" 800 

— 400 Ft. 1x6 Roof Sheathing D&M Over Rooms 400 

1550 Ft. 1x6 Sub-flooring S.2.S.Laid Diagonally Both Fl 1550 

2160 Ft. 1x8 Box Sheathing O.S. Walls Shiplap ---------- 2160 

- 150 Ft. 1x6 Ribbons, Backing & Furring - - - 150 

-1360 Lin. Ft. lxl Ground (Around Inside Openings) — 108 

— 90 Ft. 1x3 Bridging 90 

10 Ft. 1x4 Lookouts 10 

- 100 Ft. 1x2 Floor Stripping 2nd Floor Only 100 

— Siding For Outside Walls 

2000 Ft. 3/4x8" Be v. Siding 1" Lap 2000 

Flooring and Ceiling 

1450 Ft. 13/16x2* F.Clear Oak or Maple Flooring ----- - 1450 

300 Ft. 5/8x3* Ceiling Porches 300 




y Outside Finish Lumber 

’ 11 rv 1-4. -0— a 


Quantity Size 


ARTICLE AND DESCRIPTION 


Feet. 


12000 168 5-2 #1 Shingles For Roof Laid 4* Exp .(13 Squares) 


110 Ft. 1x6 
10 Ft. 1x4 
26 Ft. 1x10 
3 Po. 1x8-10 

S Outside Studs 
34 PC. 2x4-12 
84 Pc. 2x4-9 
44 Pc. 2x4-10 
23 Pc. 2x4-12 

/ Inside Studs 
82 Pc. 2x4-9 
104 P/s. 2x4-8 
12 Pc. 2x4-12 
3 Pc. 2x6-8 


Facias & Plancier - 

Facias — ------- 

Plancier - -- — — - 
Shiplap Dormer Gables - - 


Main Building --.--- 
Main Building ------ 

Gables -------- 

Dormers & Porch Gables 


First Floor - 
Second Floor 
Second Floor 
Seoond Floor 


Stud and Partition Plates 

32 Pc. 1x4-14 Outside Walls 


38 Pc. 
1 Pc. 


2x4-12 

2x6-6 


Inside Partitions 
Inside Partitions 


S Rafters 

36 Pc. 2x6-14 
28 Pc. 2x6-12 
24 Pc. 2x6-10 
24 Pc. 1x10-8 
5 Po. 2x4-12 


Main Building 
Main Building 
Front porch - 
Roof Furring 
Donoers Front 


J step and Stair Carriages 

v 2 Pc. 2x10-14 Cellar Stairs 

2 Pc. 2x10-16 

120 Ft. 1x2 

26 Ft. 1x6 

34 Ft. 1x8 

16 Ft. 1x4 


Main Stairs 
Porch Trellis - - - 
porch Lintle Frieze 
Porch Lintle Frieze 
Porch Lintle Soffit 


30 Ft .1x4 to 1x10 Miscellaneous O.S .Finish 


inside Finish Lumber 
_ 5 pc. 1x12-10 Shelving 
% po.l*xl0-14 
3 Pc. 1x8-14 
2 Pc. 2x4-12 
1 PO. 4x4-7 


Miscellaneous 
2400 Ft. 


Insulating Material 


110 

10 

... - 26 

- - - - 20 


272 

504 


492 

% 

24 


299 

304 

6 


504 - 

336 

240 

160 

40 


47 

iS 

26 

If 

30 

50 


Cellar Stair Treads 

Cellar Stair Risers - - -- - do 

Cellar Stair Bails - — " " “ * ie> 

Cellar Stair Posts 


Quantity Size 


ARTICLE AND DESCRIPTION 


Prioe 


Quantity Size 


ARTICLE AND DESCRIPTION 


Prioe 


MASONRY MATERIAL 

Concrete Foundation 1-3-5 Mixture 712 Cu.Ft. 

21-1/2 Cu.Yds. Crushed Stone or Gravel 

13 Cu.Yds. Coarse Sand 

30 Bbls. Portland Cement --------- 

Cement Floor and Steps 1-3-5 Mixture 824 Sq.Ft. 

9 Cu.Yds. crushed Stone or Gravel 

6 Cu.Yds. Coarse Sand ----------T_ 

13 Bbls. Portland Cement - - - - *l_ 

Chimneys and Fireplace 

4100 Common Brick 

1250 Face Brick - - — i_ 

60 Face Brick Fireplace 1. 

120 Fire Clay Brick Fireplace - -_ 

5-1/2 Cu.Yds. Sand 

5-1/2 Bbls. Lime • — 

1 Bbl. Portland Cement ---------- 

40 Lbs. Fire Clay - - — 

48 Ft. 8x12" Flue Lining 

1 Damper ------------- 

1 Aah Dump =_ 

1 Cleanout Door 

1 4x4x1/ 4 ' 3/8 Angle Iron — 

1 Ornamental Iron Chinuiey Ornament-_ 


Plastering 

626 Yds. Rock Lath Plaster Base -‘ - - - -u 

626 Yds. Gypsum Plaster - 2 coats - - - 

60 Lbs. 1-1/3" 13 Gauge 5/16" Head Smooth 

Diamond points - - 

110 Ft. Metal Corner Beads -------_ 

FINISH HARDWARE 

6 Cellar Sash Sets --------- 

3 Pr. 4x4 Door Butts 

11 Pr. 3-1/.2X3-1/2 Door Butts -— 

2 Pr. 3^3 Casement Sash Butts ------ r_ 

9 Pr. 2-1/2 Cupboard Door Butts, Narrow - - 
2 p r . 3-l/2x3-l/2 Bath Room Door Butts, ------- 

1 Pr. 2-1/2 Medicine Cabinet Butts, Narrow -_ 
1 Front Door Lock Set -------- 

1 Rear Door Look Set ------ v 

11 Inside Door Lock Sets - - - 

2 Bath Room Door Lock Sets - - - i_ 

1 Set 1-3/8* Floor Double Acting Hinge - -_ 

2 Push Plates ----------- 

1 Casement Sash Fasteners, Double 

16 Sash Locks ---- ------ 

32 Sash Lifts ------- - — 

4 Sash Lifts, Bath Room - “ - — 

2 Sash Locks, Bath Room ------ 

4 Drawer Pulls ---------- 

5 Cupboard Turns --------- 

1 Cupboard Turn, Med .Case - - - - "V- 


4 Elbow Cat ones - -- -- -- -- 

14 ‘ Metal Base Knobs - - - - 

1 Metal Base Knobs Bathroom - - - - 

6 Doz. Coat and HatrMooks ------ - 

10 Set 8 Window Blind HangeTB 

Rough Hardware 

3-1/2 Hanks Sash Cord * - - 

24 1/2x16" Anchor Bolts with Nuts and WMher 

32 1/4x2* Lag Screws 

4 6x6 Post sockets - - - . 

'4 6x6 Post Caps for 6x6 Posts — - - - 

400 Lbs. Sash Weights _ 

BUILDING PAPER 

4 500 Ft. Rolls 50# Building Paper For Walls - - 

3 500 Ft. Rolls 50# Building Paper For Floors - - 

SHEET METAL MATERIAL 

75 Ft. 14" Valley Tin _ 

200 Pc. 10x16" Tin Shingles - - 

4 Pc. 2" Galv.Iron Pipe 6" Long Threaded 

1 End - - 

50 Ft. 3" Conductor Pipe 

10 Pc. 3" Elbows _ 

15 Pc. 3" Conductor Pipe, Hooks 

4 Pc. 3" strainers - -- -- -- -- -- . 

4 Pc. 3" Shoes - -- -- -- -- -- -- ■*, ^ 

18 Ft. 3*xl2" Vents For Gas Range 1 

NAILS 

75 Lbs.20d Common Nails 10 Lbs.lOd Finish Nails 
35 Lbs.l6d Common Nails 15 Lbs. 8d Finish Nails 

75 Lbs.lOd Common Nails 10 Lbs. 6d Finish Nails 

160 Lbs. 8d Common Nails 5 Lbs. 4d Finish Nails 
10 Lbs. 6d Common Nails 2 Lb.7/8"Finish Brads (16 G*uge) 
40 Lbs. 8d Casing Nails 60 Lbs. 3d Galv .Shingle Nails 

5 Lbs.lOd Casing Nails 60 Lbs. 8d Coated Nails 

10 Lbs. 6d Casing Nails TOTAL PRICE 

PAINT, VARNISH, ETC. 

8 Gals. Outside Body Paint 2 coats - - <= 

3 Gals. Outside Trim Paint 2 coats ■: 

1 Gals. porch Ceiling Paint ----- — ^ 

1-1/2 Gals. Blind or Shutter Paint - - - - ■« 

1/2 Gals. Sheet Metal Paint (Mineral) - - - 

4 Gals. Inside Varnish - -- -- -- - — 

4-1/2 Gals. Floor Varnish 

1/2 Gals. Spar Varnish - -- -- -- -- 

1/4 Gals. Shellac " 

2 Gals. Liquid Wood Filler ------ - — 

1 Gals. Flat White r 

2 Gals. White Enamel 

2 Gals. Boiled Linseed Oil • “ - — 

3 Gals. Turpentine -- ------ 

25 Lbs. Putty 


54 


BURLINGTON 


MATERIAL LIST FOR THE BURLINGTON 

(CONTINUED) 


quantity Size 


ARTICLE ARD DESCRIPTION 


MIIXWCRK 

Out Bide Millwork and Mouldings 

110 Lin. Ft. Crown Moulding 

1^0 Lin. Ft. Bed Moulding * 

60 Lin .Ft • Moulded Wood Gutter Complete with Metal Fittings- 

90 Lin .Ft • Cove Moulding - - -------- 

50 Lin .Ft. 1/4- Round Moulding 

20 Lin .Ft. Drip Cap ------ 

2 Pc. 6/0 Crown Mould Bent to 10*6" Radius, See Plan 

8 5" 7/6 Porch Columns Square ------------ - 

2 7/6 Porch Pilasters Square ----- ---- 


PRICE 


2 Drop Finials ----------------- 

Outside Door Frames 

1 2/8x6/8xl-3/4 Rear Door Frame D.C. - 

1 Sidelight Front Door Frame For 3/0x6/8xl-3/4 D° or 

l/0x6/8 Sidelights, See Plan - - - 

Window and Sash Frames 

6 10x12x1-1/8 3 Lt .Cellar Sash Frames Plank 

10x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C ' 

8x12x1-3/8 12 Lt.Ck.Rail Window Frames F&P D.C. - - - - ■ 

8x10x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. 

8x10x1-3/8 12 Lt.Ck.Rail Window Frames P&P No Headcasing 

8x10x1-3/8 8 Lt.Ck.Rail Window Frames P&P D.C. - - - - - 

3/6x3/6xl-3/8 (Opg .Size) Sash Frame D.C “ 

8x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P No Headcasings - 


Windows and Sash 
6 10x12x1-1/8 

6 10x12x1-3/8 

4 8x10x1-3/8 

7 8x12x1-3/8 

1 8x10x1-3/8 


3 Lt .Cellar SaBh Glz. S.S. 

12 Lt.Ck.Rail Window Glz. 

12 Lt.Ck.Rail Window Glz. ---- 

12 Lt.Ck.Rail Window Glz. 

8 Lt.Ck.Rail Window Glz. ---------- 

1 Pr*3/6x3/6xl-3/8 (Opg.Size) Sash Glz. Div. 6 Lts. Each - - - - - 

2 l/0x6/8xl-3/4 Sidelights Glz. See Plan 

Blinds 

5 p r . Blinds For 10x12 - 12 Lt .Windows --- 

1 Pr . Blinds For 8x10 - 12 Lt .Windows - 

4 p r . Blinds For 8x12 - 12 Lt .Windows - - 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door Panelled 

1 2/6x6/8xl-3/8 Inside Door Panelled ------------ 

1 Set 7/8x5- 5/8 Door Jambs For 2/6x6/8 Door - -- -- -- -- 

1 Set 7/8x5- 5/8- C.O. Jambs For 2/6x6/8 Opg. " 

2 S'* t s 7/8x5- 5/8 C.O .Jambs For 4/0x6/8 Opg. 

For Balance - First Floor 

1 2/8x6/8xl- 3/4 Rear Door Glz “ " “ 

1 2/8x6/8xl-3/8 Inside Door Panelled* ----- 

1 2/6x6/8x 1-3/8 Inside Door Panelled --- 

2 2/0x6/8xl-3/8 inside Door Pane lied -------------- 

1 l/0x6/8xl-3/8 Inside Door Panelled 

2 Sets 7/8x5 -5/3 Door Jambs For 2/8x6/8 £c Smaller Doors, With Stop 

3 sets 7/8x3 -5/8 Door Jambs For 2/0x6/8 & Smaller Doors, With Stop 

Doors and Jambs For Second Floor 

3 2/6x6/6xl-3/8 inside Door Panelled ------ 

4 y0x6/6xl-3/8 Inside Door Panelled .-- - — - 

1 l/8x6/0xl-3/8 Inside Door Panelled ------- - 

5 Sets 7/8 x 5-5/8 Door Jambs For 2/6x6/6 & Smaller Doors, With Stops 

3 Sets 7/8x3- 5/8 Door Jambs For 2/Oxb/b & Smaller Doors, With Stops 

1 12x16-7/8 Pipe Door, Jamb & Trim - - 

interior Finish: Main Rooms, First Floor 

1 Sides of Trim For 3/Ox6/8 Door and 2 Sidelights 

l/0x6/8 - - - - 

1 Sides of Trim For 2/bxb/Q Door --- 

1 Sides of Trim For 2/6x6/8 C.O. - -- -- -- - 
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BURLINGTON 


MATERIAL LIST FOR THE BURLINGTON 

(CONTINUED) 


Quantity Size ARTICLE AMD DESCRIPTION 

PRICE 

AMOUNT 


PRICK 


AMOUNT 











6 Sides of Trim por 10x12 - 12 Lt •Windows - 



























120 Lin.yx • Jjase anoe - _ 

11.8 Lin.pt . picture Would - - 


















Interior Piniehr Balance of Rooms, Pirst Ploor 

2 sides of Tt)™ yor ^/8x6>/B poor - -- -- -- -- 

j 








2 Sides of Trim Por 2/6x6/8 Poor - -- -- -- -- 













































1 Sides of Trim por l/0x6/B Closet Poor - - - - - - 









1 Sides of Trim por 2/6xb/Q Cellar Stair Poor - - - 









1 SJdes of Trim por 8x10 - 8 Lt .Window 









1 Sides of Trim por 8x10 - 12 Lt .Window ------ 









1 Sides of Trim por 3/6X3/6 (Opg.Size) Sash - - - - 













































lo Lin.pt • hoox strips - - — - 


















Interior Pinish: Second ploor 



























3 Sides of Trim Por 2/0xb/6 Closet poors - 

1 Sides of Trim Por l/3x6/0 Closet poor ----- 

























7 oXQ0S 01 T rxiu ITVir UaJLc • *6 SRiauvno 

3 Sides of Trim Por 8x10 - 12 Lt .Windows 

— 
















196 Lin.pt. Base " 









C.*T*T ii All sjj V • D»oC 

— 








40 Lin#Jfv § UlvHO w -Del 0 cl - • “ • 









X IjXII.jT W. flU blue JAUUJ.U 









c. d> i»xn«in# • vim x x naiXf douii rvvuiu — 









40 liin •Jrv • HUUJL OWlipB "•*"*•*• 

Wain Stair 

1 Starting Newel Round -------------- 

















1 puLasisr ncwci - 









x XjB.no. mg no we x noun a •** - •••-• • • • • 



























It lUBCio 









X JjCfellvl 111 q 1 1CQUO 









Xc, Linijfv • nail 









2o Pc • j2 m Balusters • * * * " 









io Jbin •jf u • nuoing -«•••• 









OU Jjln.Jbt. uOTB — — — — — — — — — — — — 









\J JjXlilJ? v # JklUULU 









<:Q Liu b • wtixx Qitriug \c. aiciu . j — — — — — — 









O jjin.jTw. x ace uinug — — — — — — — — — 









X V vXUoO 

*1 1 ^ /f\ TIT— 1 1 /In — 4—1— — 









1 14 /u wen casing - -- -- -- -- -- -- -- -- 

Miscellaneous 









1 Pc. 3/® Landing Tread 

T.+ <3helf Pleats ( T. inert Plonftt) - -- -- -- -- -- 









JV JT v # ijliv X JL OICa uD y Xlliivli V/XwQOU J 

16 Pt . Closet Pole - -- ----------------- 









A 'Dr PnflAttoa — — — — — — — — — — — — — — — — — — — - 









Cabinet s 









x lanixe onexi cincL 1 r liUf oce jrxaii * • 









x niBuicme inc v» 

2 3/0x8/6 Combination Kitchen Cabinet and Worktables As 

May Be Selected - - - 







BURI 

JNGTON 
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THE BURLINGTON 

LUMBER LIST RECAPITULATED FOR PRICING 


quant ity 

Size 

Where Used 

1 po. 6 

>x0-l6 

Girder - - - ---------- 

1 PC. < 

>x8-14 

Girder — — — ' " ? 

1 PC. < 

>x8-8 

Girder 

4 Pc. < 

>x6-7 

Girder Posts - -- - — - -- • 

2 Pc. 

2x10-18 

Sills 

5 po. : 

2x10-16 

Sills, Joists, Carriages - 

6 Pc. 

2x10-14 

joists and Carriages ------ 

89 Pc. 

2x10-15 

joists ------------- 

17 PC. 

2 x 10-10 

joists ------ — - * * " " 

4 PC. 

2 x 10-8 

joists ------------- 

2 PC. 

2 x 8-12 

Lintles “ 

4 Pc. 

2x8-10 

Lintles ------------ 

4 Pc. 

2 x 8-8 

Lintles -------- — -- 

24 Pc. 

2 x 6-18 

Ceil. Joists 

6 Pc. 

2x6-16 

Plates ------------- 

44 PO. 

2x6-14 

plates, Ceil .Joists, Rafters - - 

30 PC. 

2x6-12 

plates. Rafters - 

26 PC. 

2x6-10 

plates. Rafters - - 

3 Pc. 

2x6-8 

Studs ------------- 

1 Pc. 

2x6-6 

plates ------------- 

32 Pc. 

2x4-14 

plates ------------- 

112 Po. 

2x4-12 

plates, Studs, Etc., ------ 

44 Pc. 

2x4-10 

Studs ------------- 

182 Pc. 

, 2x4-9 

Studs, Ceil .Joists ... - 

104 Pc. 

, 2x4-8 

Studs ---------- — - 

24 Pc, 

, 1x10-8 

Roof Furring ---------- 

800 Ft. 

► 1x4 

S .2.3 .Roof Sheathing 

400 Ft. 

. 1x6 

DMC Roof Sheathing 

1700 Ft 

. 1x6 

S .2 .3 .Sub-flooring , Ribbons, Eto< 

2160 Ft 

. 1x8 

Shiplap Box Sheathing ----- 

90 Ft 

. 1x3 

Bridging — — " " " 

10 Ft 

. 1x4 

Lookouts ------- — --- 

100 Ft 

. 1x2 

Floor Stripping 

1300 Li 

n.Ft. 1*3 

L Grounds - -- -- -- -- -- - 

2000 Ft 

. 3/4x8 

Bey .Siding - 


Kind 


Feet 


13 Squares ?-2 


136 Ft. 
26 Ft. 
26 Ft. 
34 Ft 
120 Ft. 
3 Po 


1x6 

1x4 

1x10 

1x8 

1x2 

1x8-10 


Wood Shingles 
Outside Finish 
Outside Finish 
Outside Finish - - - - - 
Outside Finish ----- 
Outside Finish (trellis) 


Outside Finish (shiplap) - ” • “ 


30 Ft. 1*4- to 1x10 Outside Finish (Ulso.) - - - 


5 Pc . 

3 Pe 

3 Pc 
2 Po. 
1 Pc 


1x12-10 1 Shelving 
l-JxlO-14 cellar Stair 


1x8-14 

2x4-12 

4x4-7 


Cellar Stair 
Cellar Stair 
Cellar Stair 


J6 


_3£ 


133 


283 


53 


53 


+3 


price 


Amount 


Price 


Amount 


260 


293 


800 


50 


If Asphalt Shingles Are Used For Roof Instead Of Wood As Listed, 

1x6 


DEDUCT I 

800 Ft. 1x4 S.2.S.Roof Sheathing 

13 Squares J-2 Wood Shingles 


ADDS 

1200 Ft. 

13 Squares 
1300 Ft . 

Of 


D<5& Roof Sheathing 
Asphalt Shingles With Nails 
Asphalt Felt. 


BURLINGTON 


MATERIAL LIST FOR THE BURNETT 


quantity Size ARTICLE AMD DESCRIPTION Feet . 

LUMBER 

Wall Plates or Sills For Foundation 

4 Pc. 2x6-18 Main Building Wall Plate* 72 

4 Pc# 2x6-16 Wain Building Wall Plates - — - - 64 

4 Pc. 2x6-14 Main Building Wall Plates - - - $6 

4 Po. 2x6*12 Main Building Wall Plates - - - 48 

2 Pc# 2x6*10 Main Building Wall Plates - 20 

1 po# 2x10-18 Main Building Box Sills - -- -- -- - - 30 

2 Po. 2x10-14 Main Building Box 8ills - - - - 4? 

1 Pc# 2x10-10 Main Building Box* Sills - -- -- -- -- 17 

Girders and Lintles 

1 Pc. 6x8*l8 Main Building 72 

2 Pc# 2x6-16 Front Porch Hoof Beam - -- -- -- -- - 32 

2 Po# 2x6-10 Garage Boor Headers - -- -- -- -- -- 20 

Girder posts 

1 Po. 6x6-7 Main Building - -- — - -- -- -- — 21 

Floor Joists, Headers and Trimmers 

17 Pc. 2x10-12 First Floor Main Building - -- -- -- - 397 

9 Po. 2x10-12 First Floor Main Building 18O 

17 Po. 2x10-10 First Floor Main Building 283 

Ceiling Joists 

22 Po# 2x6-14 Main Building 308 

14 Po. 2x6-12 Main Building ------- - 168 

1C Po# 2x6-10 Main Building - -- -- -- -- -- -- - 150 

0 Pc. 2x4-6 Front Porch --------------- 24 

Outside Studs 

18 Po. 2x4-9 Main Building 108 

128 Po# 2x4-8 Main Building 683 

22 Po# 2x4*12 Gahles ----- - -- . - - - . -- .. . 176 

Inside studs 

82 Po# 2x4-8 First Floor - — 437 

7 Po# 2x6-8 First Floor --------------- 56 

Stud and Partition Plates 

22 Po# 2x4*14 Outside Walls 205 

18 Po# 2x4-12 Inside Partitions ------------ 144 

1 Po# 2x6*14 Inside Partitions ------------ 14 

Rafters 

28 Pc# 2x6-14 Main Building - 392 

10 Pc. 2x4*6 Garage --------- ------- 40 

2 Pc. 2x6-16 Main Building 32 

7 Po. 2x4-12 Front Porch - - - ---------- £6 


quantity Size 


ARTICLE AND DESCRIPTION 


Feet. 


1 Po. 2x6*10 Valley Rafters -------------- 10 

1 Pc# 2x6-14 Talley Rafters -------------- 14 

Step and stair Carriages 

2 Pc. 2x10-14 Cellar Stairs — - - 47 

1 Po# 2x6*16 Stairs Platform ------------- 16 

Sheathing, Boards, Sub- flooring, Furring, Etc., 

820 Ft. 1x4 Roof Sheathing S *2 .3 .Spaced 2" Apart - - - 820 

640 Ft. 1x6 Sub-flooring S.2.S. — - — 640 

ljOO Ft. 1x8 Box Sheathing G>.S.Wfclls Shiplap ----- 1J00 

60 Ft . 1x6 Backing & Furring - -- -- - — - - - - 60 

600 Lin.Ft. 1x1 Ground (Around Inside Openings) ----- 50 

70 Ft. 1x4 Bridging - - 70 

Siding For Outside Walls 

1400 Ft. 3/4x8* Bey .Siding 1* Lap 1400 

22 Ft. 1x8 T.Siding 22 

Flooring and Ceiling 

630 Ft. 13/16x2$ Flooring Clear Oak or Maple — — - - - 63Q 

75 Ft. 5/8x3$ Ceiling Porches - -- -- -- -- -- -- 75 

20 Ft* 5/8x3 $ Ceiling Scuttle Boor ----------- 20 

Shingles 

9250 5-2 No .1 Shingles For Roof Laid 4$» Exp .10$ Squares 

Outside Finish Lumber 

60 Ft# 1x6 Facias ------------------ 60 

24 Ft. I$xl0 Facias & Garage Headoasing - -- -- -- - 24 

2 Po# l$x6-8 Garage Boor Casing - - — - - — - - - - 10 

2 Po. 1x3*12 Water Table --------------- 6 

7 Pc. 4x4-7 Porch Posts --------------- 65 

1 Pc. 1x8-16 Porch Lintle Frieze ----------- 11 

1 Po. 1x6*16 Porch Lintle Frieze - - — ------- 8 

1 Pc. 1x4-16 Porch Lintle Soffit 5 

20 Lin.Ft. 1x2 Garage Boor Stop - -- -- -- -- -- -- 3 
20 Ft .1x4 to 1x10 Miscellaneous O.S. Finish - -- -- -- - 20 

Inside Finish Lumber 

2 Pc. 1x12-10 She lying ----------------- 20 

3 Pc# 1$X10-14 Cellar Stair Treads - -- -- -- -- -- 44 

3 Po# 1x8-14 Cellar Stair Risers ----------- 28 

2 Pc. 2x4-12 Cellar Stair Rails ------------ 16 

1 Pc. 4x4-14 Cellar Stair posts --------- . - - 19 

MISCELLANEOUS 

l8t)0 Sq.Ft. Insulating Material - -- -- -- -- -- 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation 1*3*5 Mixture - 680 Cu.Ft. 

20 Cu.Yds. Crushed Stone or Grayel - - - -_ 

12 Cu.Yds. Coarse Sand 

28*1/2 Bbls. Portland Cement - 


Cement Floor and steps 1*3* 5 Mixture - 720 Sq.Ft. 


7*1/4 Cu.Yds. 

5 Cu.Yds* 
11-1/2 Bbls. 

Chimneys 

875 

3/4 Cu.Yds. 

3/4 Bbls. 

1/4 Bbls. 

20 yt. 8x12* 

Plastering 
318 Yds. 

260 Yds. 

58 Yds. 

30 Lbs. 1-1/8* 


Crushed Stone or Gravel - - - -_ 
Coarse Sand 
Portland Cement 


Common Brick - - 
Sand ------ 

Lime — — - - 
Portland Cement 
Flue Lining - - 


20 Ft. 


Rook Lath Plaster Base -----_ 

Gypsum Plaster, 2 coats - - - ._ 
Cement Plaster, For Garage - - 
13 Gauge 5A6* Flat Head, Smooth 
Diamond Points ------_ 

Metal Corner Beads -*-----_ 


4X4 


HARDWARE 

Cellar Sash Sets ------ - 

Door Butts ---------- 

,-1/2 Door Butts ---------- 

2-1/2 Cupboard Door Butts, Narrow - 
3-l/2x3-l/2 Bath Room Door Butts 


2 - 1/2 


4 

3 P r 
5 Pr 
5 Pr 
1 Pr 
1 Pr 
1 
1 

? 

1 

1 Sat 1-3/8* 

2 

8 

16 

2 

1 

1 

4 

1 

1 

7 

1 

2 Doz. 

6 Sets 


Medicine Cabinet Butts, Narrow 
Front Door Look Set - - - - - 
Grade Door Look Set - - - - - 
Inside Door Look Set - - - - - 
Bath Room Door Look Set - - - 
Floor Double Aoting Hinge - - 
Push Plates --------- 

Sash Looks ---------- 

Sash Lifts 

SaBh Lifts, Bath Hoorn - - - - 
Sash Look, Bath Room ----- 

Drawer Pulls --------- 

Cupboard Turns -------- 

Cupboard Turns, Med .Case 

Elbow Catches -------- 

Metal Base Knobs ------- 

Metal Base Knobs ------- 

Coat and Hat Hooks ------ 

Window Blind Hangers ------ 


Rough Hardware 

2 Hanks Sash Cord ---------- - 

32 1/2x16" Anohor Bolts With NU to & Washers 

8 1/4x2$" Lag Screws - 

1 Post Socket --------- - 

1 Post Caps For 6/6 Poste - - - - 

23P Lbs. Sash Weights - -- -- -- -- 

1 Set of Garage Door Hardware Complete - - 

BUIUDING PAPER 

3 5°0 Ft .Rolls 50# Building Paper For O.S.Walls - 

1 5°0 Ft. Roll 50# Build insr Paper For Floors - - - 

SHEET METAL MATERIAL 

75 Ft. 14* Talley Tin 

15 Po. 12x16" Tin Shingles --------- - 

5 Pc. 2" Galv.Iron pipe 6" Long Threaded 1 End- 

50 Ft. 3* Conductor Pipe -------- - 

10 Po. 3* Elbows ------------ - 

15 Pc# 3* Conductor Pipe, Hooks - - - - 

5 Po# 3" Strainers - -- -- -- -- - 

5 Po. 3" Shoes - - - - — - --- - 

NAILS 

60 Lbs .20d Common Nails 5 Lbs.lOd Finish Nails 

25 Lbs .I6d Common Nails 15 Lbs. 8d Finish Nails 

60 Lbs.lOd Common Nails 5 Lbs. 6d Finish Nails 

100 Lbs# 8d Common Nails 2 Lbs. 4d Finish Nails 

5 Lbs# 6d Common Nails 1 Lb .Box 7/8" Finish Brads 16 Gge« 
5 Lbs.lOd Casing Nails 45 Lbs. 3d Galy .Shingle Nails 

20 Lbs. 8d Casing Nails 40 Lbs. Sd Coated Nails 

5 Lbs. 6d Casing Nails 

TOTAL PRICE 


5 Gals. 
2 Gals. 
1/4 Gals. 

1 Gals. 
1/2 Gals. 

2 Gals. 
2 Gals. 

1/2 Gals . 
1/4 Gals. 
1-1/2 Gala. 
l/2 Gals . 

1 Gals . 

2 Gals . 
2 Gals • 

25 Lbs . 
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PAINT, VARNISH,ETC., 

Outside Body Paint (2 coats) - -_ 
Outside Trim Paint (2 coats) - -_ 
porch Ceiling Paint (2 coats) -_ 
Blind or Shutter Paint (2 coats)- 
Sheet Metal Paint (Mineral) - -_ 
Inside Tarnish 
Floor Tarnish - 
Spar Varnish - 

Shellac ----------- - 

Liquid Wood Filler 

Flat White - - - 

White Enamel ---------*_ 

Boiled Linseed Oil -------- 

Turpentine - 

Putty - -- -- -- -- -- --- 

UTTLE CHUTE LUMBER & FUEL 63 

LITTLE chute, wis, ’ 

PHONE -22 


THE BURNETT 


MATERIAL LIST FOR THE BURNETT 

(CONTINUED) 


Quantity Size ARTICLE AND DESCRIPTION 

PRICK 

AMOUNT 

PRICE 

AMOUNT 

MILLWORK 

Outside Klllwork and Mouldings 

100 Lin.pt • Bed Moulding ------------------ 









56 Lln.pt* Moulded Wood Gutter Complete with Metal Plate 

Fittings - - - - 









50 Lin. Ft* Cove Moulding - -- -- -- -- -- -- -- -- 









30 Lin.pt* 1/4 Round Moulding - -- -- -- -- - ---- 









20 Lin.pt* Drip Cap - 









4 Lin.Pt. Porch Rail Top 









4 Lin.pt. Porch Rail Bottoms - -- -- -- -- -- -- -- 









4 Porch Spindles, See Plan ------------ 









Outside Door Frames 

1 2/8x6/8x 1- 3 / 4 Grade Door Frame D.C. 









1 3/0x6/8xl- 3/4 Front Door Frame D.C* - -- -- -- -- -- -- 









Window and Sash Frames 

4 10x12x1-1/8 3 Lt .Cellar Sash Frames Plank ------ - 









3 9x12x1-3/8 12 Lt.Ck.Rail Window Frame. P&P D.C. ------ 









3 8x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. ------ 









1 8x10x1-3/8 12 Lt.Ck.Rail Window Frame. P&P D.C. ------ 









1 Mull 16x16x1-3/8 2 Lt.Ck.Rail Window Frame P&P D.C. ------ 









Louvres 

2 2/6xl/6 (Opg.Size) Half Circle Louvres ------ 









Windows and Sash 

4 10x12x1-1/8 3 LttCellar Sash Glz. ------- 

3 9x12x1-3/8 12 Lt.Ck.Rail Window Glz. ----------- 

3 8x12x1-3/8 12 Lt.Ck.Rail Window Glz. - 

1 8x10x1-3/8 12 Lt.Ck.Rail Window Glz. ----------- 

2 16x16x1-3/8 2 Lt.Ck.Rail Window Glz. Dir. 8 Lte. ------ 

Blinds 

3 Pr. 9x12 12 Lt .Window Blinds 

2 Pr. 8x12 12 Lt .Window Blind. 

1 Pr. 16x16 2 Lt .Window Blind. - -- -- -- -- -- -- -- 

Doors and Jamhs For Main Rooms First Floor \ 

1 3/0x6/8xl-3/4 Front Door Glz* - -- -- -- -- -- -- -- - 

1 2/6x6/8xl-3/8 Inside Door Panelled -i 

1 2/ 0x6/8xl- 3/8 inside Door Panelled ------- 

























































































2 Set 8 7/8x5- 5/8 Door Jamhs For 2/6x6/8 & Smaller Doors 









1 set 7/8x5- 5/8 C.O .Jamhs For 2/6x6 / 8 Opening - -- -- -- -- 









For £ala nee - First Floor 

1 2/8x6/8x 1-3/4 Rear Door Glz* — — 









1 2/8x6/8xl-3/8 inside Door Panelled ----- ------ 

1 2/6x6/8xl-3/8 inside Door Panelled --------- - 

2 2/0x6/8xl-3/8 Inside Door Panelled 

























1 1/4x6/8x1-3/8 inside Door Panelled -------------- 

2 Sets 7/8x5- 5/8 Door Jamhs For 2/8x6/8 & Smaller Doors 

3 Sets 7/8x3-5/8 Door Jamhs For 2/8x6/8 & Smaller Doors - - - - - 

























1 Set of 3 Garage Doors For 8/0x7/6 Opening -------- 









1 12x16x7/8 Pipe Door, Jamh & Trim ------------- 









Interior Finish; Main Rooms, First Floor 

1 Sides of Trim For 3/0x6/8 Door --------- 

1 Sides of Trim For 2/6x6/8 Door --------- 

















1 Sides of Trim For 0x6/8 Door - -- -- -- -- 









1 Sides of Trim For 2/6x6/8 C.O* --------- 
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(CONTINUED) 
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THE BURNETT 


LUMBER LIST RECAPITULATED FOR PRICING 



Quantity : 

Size 

1 PC. t 

>*8-18 

1 pc. < 

3 x 6-7 

i pc. ; 

2x10-18 

21 pc. 

2x10-14 

9 P«. : 

2x10-12 

18 Pc. 

2x10-10 

4 Po. 

2x6-18 

9 Pc. 

2x6-16 

56 Po. 

2x6-14 

18 po. 

2x6-12 

20 Pc. 

2x6-10 

7 Po. 

2x6-3 

22 Pc. 

2x4-14 

46 Po. 

2x4-12 

18 Po. 

2x4-9 

210 Pc. 

2x4-8 

16 Po. 

2x4-6 

820 Ft. 

1x4 

700 Ft. 

1x6 

lJOO Ft. 

1x8 

53 it- 

1x3 

600 Lin 

1 Ft .1x1 

1400 Ft. 

. 3/«6 

22 Ft. 

. 1x8 

63O Ft, 

. 13/I6X 

95 yt. 

. 5/8x3* 


Plates, Girders, Etc., - - - 

Plates, Girders, Etc., - - 

Plates, & Ceiling Joists - 

Plates, Rafters, Etc., - - 

Studs 
Plates 

Plates, Rafters, Studs - - 
Studs 
Studs 

Rafters & Ceil .Joists 
S*2.S .Roof Sheathing 
S • 2 .S • Sub-Flo or ing , Etc., 

Shiplap Sheathing 
Bridging 
Grounds - - - ■ 

Bevelled Siding 
«V« Siding 
p. Flooring 
Ceiling - — - 
5-2 Wood Shingles 
Outside Finish 
Outside Finish 

Outside Finish (Garage Boor) 

Outside Finish ------ 

Outside Finish (Porch Posts) - 
Outside Finish 
Outside Finish 
Outside Finish 

Outside Finish (Garage Boor Stop| 

Ft .1*4 to 1x10 Outside Finish (Miscel) 

Shelving 
Cellar Stair 
Cellar Stair 
Cellar Stair 
Cellar Stair 

If Asphalt Shingles Are Used For Roof Instead Of Wood As Listed, 

ALUs 


10-1/2 Squares 


60 Ft. 

1x6 

24 Ft. 

l*xlO 

2 pc.: 

■ix6-8 

2 Pc. 

1x3-12 

7 Pc. 

4x4-7 

1 Pc. 

1x8-16 

1 Pc. 

1x6-16 

1 Pc. 

1x4-16 

20 Lin. FI 

b. 1x2 

| 

20 Ft.: 

1x4 to 1 

2 Pc. 

lxl 2-l< 

3 Pc. 

i*xio-: 

3 Pc. 

1x8-14 

2 Pc. 

2x4-12 

1 Pc « 

, 4x4-14 


BRBUCT : 

820 Ft. 1x4 S.2.S.Roof Sheathing 

10-1/2 SQrs. 5*2 Wood Shingles 


1230 Ft. 1x6 Bttl Roof Sheathing 

10-1/2 Squares Asphalt Shingles, With Rails 

1100 Ft. Asphalt Felt. 


LITTLE CHUTE LUMBER & FUEL 68. 
LITTLE CHUTE, WIS. 
PHONE -22 
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THE BURNETT 


MATERIAL LIST FOR THE SAYNER 


Feet . 

quantity Size ARTICLE AND DESCRIPTION, 

LUMBER 

wnil Plates or Sills For Foundation nC s 

t Pc . 2x6-14 Main Building Wall Plates ; I 

1 Pc* 2x6-12 Main Building Wall Plates " ’ _ . l6 

2 Pc. 2x6-8 Main Building Wall Plates - -- -- -- -- 

2 Pc. 2x10-14 Main Building Box Sills “ _ 

2 Pc. 2x10-14 Main Building Wall plates “"I- 00 

3 Pc. 2x10-16 Main Building Box Sills 

Girders and Lintles *>6 

1 Pc. 6x8-14 Main Building " 43 

1 Pc. 6x8-12 Main Building o 2 

1 Pc. 6x8-8 Main Building 19 

2 Pc. 2x8-14 Front porch Roof Beam - -- -- -- -- - _ 4 - 

4 Pc. 2x8-8 Front porch Roof Beam 

Girder posts „ 84 

4 Pc. 6x6-7 Main Building - - 

Floor JoiBts, Headers and Trimmers 70 

3 Pc. 2x10-14 First Floor Main Building 

34 Pc. 2x10-12 First Floor Main Building 200 

12 Pc. 2x10-10 First Floor Main Building ' . 27 

2 Pc. 2x10-8 First Floor Main Building - - 

25 Pc. 2x10-14 Second Floor Main Building 

22 Pc. 2x10-12 Second Floor Main Building - - “III-- 67 

4 Pc. 2x10-10 second Floor Main Building ---------- 

Ceiling Joists -------- 411 

22 Pc. 2x8-14 Main Building -------- 2 93 

22 Pc. 2x8-10 Main Building _ {g 

2 Pc. 2x4-12 Main Building Bay 6o 

9 Pc • 2x4-10 Front Porch ---------- 

Outside Studs - - 912 

76 Pc. 2x4-18 Main Building 

68 Pc. 2x4-8 Main Building “ “ 150 

30 Pc. 2x4-8 Gables -. ’“I 16 

2 Pc. 2x4-12 Porch Gables --- 

Inside Studs ------ 331 

62 Pc. 2x4-8 First Floor " 4 2 7 

80 Pc. 2x4-8 Second Floor 24 

3 Pc. 2x6-8 second Flooi ----- 

Stud and Partition Plates _ „ - - - 392 

42 Pc. 2x4-14 Outside Walls " £>4 

28 Pc. 2x4-12 Inside partitions - m £ 

1 Pc. 2x6-6 Inside partitions ----- ll 

1 pc. 2x4-16 Porch Plates ----- 47 

2 Pc. 2x10-14 Outside Walls ------- 


■Quantity Size 


article; aiid description 


Feet • 


Rafters _ _ aQq 

30 Pc. 2x6-16 Main Building _ 

15 pc. 1x4-6 Collar Beams - ^ 

2 Pc. 2x4-16 Bays "“’"III 60 

9 pc. 2x4-10 Front Porch-- 

2 Pc. 1x6-12 Rafter & Furring 

Step and Stair Carriages _ Arf 

2 Pc. 2x10-14 Cellar Stairs 

2 Pc. 2x10-16 Main Stairs - 

2 Pc. 2x6-12 Stairs platform 

Sheathing, Boards, Sub- flooring. Furring, Etc. , - 

820 Ft. 1x4 Roof Sheathing Spaced 2" S.2.S.* - 

50 Ft. 1x6 Roof Sheathing DAM - - - - -• * * " ’I." I " “ II. 1470 

1470 Ft. 1x6 Sub-flooring S.2.S.Both Floors Laid Diagon. 

2400 Ft 4 1x8 Box Sheathing O.S .Walls Shiplap - -- -- 

140 Ft. 1x6 Ribbons, Backing & Furring - -- -- -- - 

1400 Lin .Ft • lxl Ground (Around Inside Openings) 

81 Ft. 1x3 I I l6 

16 Ft. 1x4 Lookouts “ .-100 

100 Ft. 1x2 Floor Stripping 2nd Floor Only 100 

Siding For Outside Walls _ , QI?0 

1950 Ft. 3/4x8 • Be v. Siding 1« lap - 

Flooring and Ceiling ... - - 1420 

1420 Ft. 13/l6x2i _ _ T^O 

420 Ft. 1x6 Attic Flooring D&M . 

180 Ft. 5/8x3 i Ceiling porches 

9000 SleB 5-2 #1 Shingles For Roof Laid 4*» Exp. (10 Squares) 

Outside Finish Lumber _ _ on 

90 Ft. 3x6 Facias - ” ’ 2 2 

22 Ft. 1x4 Plancier ---- .----- - ^ 

1 Pc. 1x8-16 Plancier _ 

2 Pc. 1x10-14 Plancier I-- 42 

42 Ft. 1x8 Porch Lintle Frieze - -- -- — - - - _ 1Q 

10 Ft. 1x4 Porch Lintle Soffit - - - - III- 20 

20 Ft.lx4 to 1x10 Miscellaneous .O.S.Finish - -- -- -- - 

Inside Finish Lumber - 50 

5 Pc. 1x12-10 Shelving 44 

3 pc.lixlO-14 Cellar Stair Treads ----- 28 

3 pc. 1x8-14 Cellar Risers (Stair) 16 

2 Pc. 2x4-12 Cellar Stair Rails “ ~ 9 

1 pc. 4x4-7 Cellar Stair Posts - 

MISCELLANEOUS 

23OO Ft. insulating Material -------- 


quantity Size 


ARTICLE All D DESCRIPTION 


Price 


quantity Size 


ARTICLE AND DESCRIPTION 


prioe 


MASONRY MATERIAL 

Concrete Foundation 1-3-5 Mixture - 810 Cu.Ft. 

24 Cu.Yds. Crushed Stone or Gravel - - - - 

14-1/2 Cu.Yds. Coarse Sand ---------- = 

34 Bbls. Portland Cement - -- -- -- - •= — 

Cement Floor and Steps 1-3-5 Mixture - 690 Sq.Ft._ 

7 cu.yds. Crushed Stone or Gravel - - - - 

4-3/4 Cu.Yds. Coarse Sand ------ - - 

11 Bbls. Portland Cement - - --- - ■= 

Brick Work 

p^OO Common Brick ----- — 

120 Face Brick Fireplace ----- - — 

120 Fire Clay Erick " ’ — 

8-1/2 Bbls. Lime - = 

8-1/2 Cu.Yds. Sand - - - “ “ III- 

1 Bbl. Portland Cement ----- — 

Iron and Steel ^ _ _ 

4 4x4xl/4 Angles 4»0” Long ------ — 

Chimneys and Fireplace 

60 Lbs. Fire Clay — 

60 Ft. 8x12 Flue Lining 

1 Damper — 

1 Ash Dump - -- -- - ~ 

Cleanout Door - 

1 4x4x1/ 4 " 3/8 Angle Iron ' 7 

1 Chimney Anchor — ------ — 

Plastering „ , T .. ---_ 

542 Yds. Rock Bath -- * 

yds. Gypsum Plaster ----- — 

'f 0 lbs. 1-1/8- 13 Gauge 5/16" Flathead Diamond 

" points 

FINISH HARDWARE 

4 cellar Sash Sets --- - » - 

1 Attic Sash Set 

6 Pr. 4x4 Door Butts j 

10 T r.3-l/2x3-l/2 Door Eutts - -- -- -- - - 

7 Pr. 2-l/2 Cupboard Door Butts, Narrow 

1 Pr. ^-l/2x3-l/2 Bath Room Door Butts, 

1 Pr! " 2-1/2 Medicine Cabinet Butts, Narrow 

Front Door Lock Set ------- 

1 Grade Door Lock Set ------- 

10 inside Door Lock Sets - - - - 

1 Bath Room Door Lock Set - 

? qin^lc French Door Lock Sets - — 

1 Set° 1-3/8” Floor Double Acting Hinge - “ ' =- 

2 push Ilates -------- 

1* Sash Locks ------- 

0 0 Sash Lifts --------- 

^ 2 Sash Lifts, Bath Room 

] Sash Lock, Bath Room - 

2 Drawer Pulls -------- 

4 Cupboard Turns ------- 


1 Cupboard Turn, Med .Case - 

2 Elbow Catches --------- 

14 Metal Base Knobs - - “ " " 

T Metal Base KnoT- Bathroom- - - 

< poz. Coat and Hat Hooks 

q Se tB Y/indow Blind Hangers - - - - 

± Set Gate Hardware 

Rough Hardware ^ 

3_1 28 H l/»16* Anohor°BoltB with Huts & Washers-_ 

4 6x6 Post Sockets 

4 h Post Caps 

32 1/4X2-1/2” Lag Screws II.. 

400 Lbs. Sash Weights ------ 

BUILDING PAPER 

9 500 Ft. rolls 50# Building Taper For ^alls - 

3 |oO Ft. Rolls 5 °# Building Paper- FOJ Floors - _ 

SHEET METAL MATERIAL 

< 0 yt . Metal Roofing I I I I I I il 

Pol 2-" Galvtl ron”pipe~6" Long Threaded ^ 

90 Ft. 3” Conductor pipe ~ ~ ^ ~ I I I Z - 

10 Pr. . 3" Elbows - -- -- -- - 

2 Do* Conductor Pipe, Hooks 

5 Pci 3" Strainers 

< pc. 3” Shoes II- 

18 ?t. 3-1/2x12 ”Vento For Gas Range - - 

75 Lbs.20d Common Nails 5 punish Nails 

30 Lbs.l6d Common Nails 15 Bbs. 8d Finish Nails 
^5 Lhs.lOd Common Nails 10 Lhs. 6d Finish Bails 

40 Lhsled Casing Nails 95 1*8. 8d Coated Nails 

5 Lbs. 6d Casing Nails TOTAL ?PiCE — 

FAINT, VARNISH, ETC. 

7 Gals. Outside Body Paint 2 coats - 

0- 1/2 Gals. Outside Trim Paint 2 coats - 

w 3V4 gals. Porch Ceiling Paint - 

1 }'/2 Gols. Blind or Shutter Paint - - - 

0/4 Gals. Sheet Metal paint (Mineral) 

4 Gals. inside Varnish 

4-1/2 Gals. Fl° cr Varnish I I I 

1/2 Gals. Spar Varnish 

1/4 cals. Shellac ------- 

1- 1/2 Gall. Liquid rood Filler 

25 Lhs. Paste Filler * . 

1/2 Gals. Pl at ’White - ~~~~~ 

1 Gals. Whit® Enamel --- - 

2 Gals. Boiled Linseed Oil 

3 Gals. Turpentine I... 

25 Lhs. Putty -------- 


SAYNER 


MATERIAL LIST FOR THE SAYNER 

(CONTINUED) 


Quantity Size ART I CHS AND DESCRIPTION 

KILLWORK 

Outside Millwork and Mouldings 

180 Lin. Ft • Bed Moulding 

80 Lin .Ft • Moulded Wood Gutter Complete with Metal Fittings- 

50 Lin. Ft. Cove Moulding - -' ----- 

50 Lin. Ft. 1/4 Round Moulding - - 

2 Drop Finials ----------------- 

1 (see Plan) Front Entrance & Frame Fbr 3/0x6/8xl-3/4 D° or - - 
Outside Door Frames 

1 2/8x6/8xl-3/4 Grade Door Frame D.C. 

2 2/6x6/Pxl- 3 / 4 French Door Frames D.C. " 

Window and Sash Frames 

4 10x12x1-1/8 3 Lt .Cellar Sash Frames Plank 

1 9x14x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. 

8 9x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. - - 

1 8x10x1-3/8 12 Lt.Ck.Rail Wi.dow Frames P&P D.C. 

1 30x16x1-3/8 2 Lt.Ck.Rail Window Frames P&P D.C. ------ 

2 9x14x1-3/8 12 Lt.Ck.Rail Window Frames P&P For Brick Veneer- 

1 Triple Bay Window Frame 9*12 - 12 Lt .Center 9x12 - 8 Lt. 

Sides P&P See Plan - - - - 

1 10x12x1-3/8 6 Lt .Sash Frame D.C. (2 Its. Wide) --- 

Windows And Sash 

4 10x12x1-1/8 3 Lt .Cellar Sash Glz. * 

3 9x14x1-3/8 12 Lt.Ck.Rail Window Glz. 

9 9x12x1-3/8 12 Lt.Ck.Rail Window Glz. 

1 8x10x1-3/8 12 Lt.Ck.Rail Window Glz. --------- 

2 9x12x1-3/8 8 Lt.Ck.Rail Window Glz. ---- 

1 30x16x1-3/8 2 Lt.Ck.Rail Window Glz. Div. 12 Lts. 

1 10x12x1-3/8 6 Lt .Sash Glz. • 

Blinds 

6 Pr. Blinds For 9x12 - 12 Lt .Windows - - ‘ 

2 Pr. Blinds For 9x14 - 12 Lt .Windows 

1 p r . Blinds For 10x12 - 6 Lt.Sash 

Doors and Jambs For Main Rooms First Floor 

1 3/0x6/8xl-3/4 Front Door panelled 

1 2 / 6 x 6 / 8 x 1-3/8 Inside Door Panelled ----------- 

2 2/ 0x6/8xl - 3/8 inside Door Panelled 

2 2/6x6/8xl-3/4 French Doors Glz. ---------- --- 

1 Set 7/8x5- 5/8 Door Jambs For 2/6x6/8 Door - -- -- -- -- - 
1 Set 7/8x5- 5/8 Door Jambs For 2/0x6/8 Door -------- 

1 7/8x3- 5/8 Door Jambs For ^0x6/8 Door - - 

2 7/8x5- 5/8 C.O. Jambs For 4/0x6/8 Openings -------- 

For Balance - First Floor 

1 2/8x6/8xl-3/4 Rear Door Glz. ------------- 

1 2/8x6/8xl-3/8 Inside Door Panelled 

1 Set 7/8x3- 5/8 Door Jambs For 2/8x6/8 Door - -- -- -- — - 
Doors and jambs For second Floor 

3 2/6 x 6 / 6 x 1-3/8 inside Door Panelled ----- 

1 2 / 4 x 6 / 6 x 1-3/8 inside Door Panelled --- — ----- 

3 2/0x6/6xl-3/8 Inside Door Panelled “ 

1 l/6x6/6xl-3/8 Inside Door Panelled - 

7 Sets 7/8x5-5/8 Door Jambs For 2/6x6/6 & Smaller DoorB 

1 Set 7 / 8 x 3 - 5/8 Door Jambs For 2/0x6/6 Door 

1 12x16-7/8 Pipe Door, Jamb & Trim - 

Interior Finish: Main Rooms, First Floor 

1 Sides of Trim For 3/0x6/8 Door ---- 

3 Sides of Trim For 2/6x6/8 Door 

2 Sides of Trim For 2/0xb/Q Door 

1 side 8 of Trim For 2/0x6/8 Closet Door 

4 Sides of Trim For 4/0x6/8 C.O. -------- 

3 Sides of Trim For 9x14 - 12 Lt .Windows - - 

1 Sides of Trim For Triple Bay Window ------ 

136 Lin .Ft. Base -- ----------------- 


S' 



PRICE 

AMOUNT 


PRICE 


AMOUNT 
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SAYNER 


MATERIAL LIST FOR THE SA7NER 

(CONTINUED) 


quantity Size ARTICLE AND DESCRIPTION 

146 Lin .Ft* Base Shoe ------------------ 

118 Lin .Ft. Picture Mould ---------------- 

10 Lin .Ft • Closet Base - -- -- -- -- -- -- -- -- 

10 Lin. Ft* Hook Strips - -- -- -- -- -- -- - - - - 

1 Po* 3/6 Thresholds ----------------- 

2 Pc* 3/0 Thresholds - - 

Interior Finish: Balance Of Rooms, First Floor 

3 Sides of Trim For 2/8x6 / 8 Doors ------- 

1 Sides of Trim For 2/6x6/B Doors ------- 

1 Sides of Trim For 2/0x6/8 Doors ------- 

1 Sides of Trim For 9x12 - 12 Lt .Window - - 

1 Sides of Trim For 30x16 - 2 Lt .Window - - - - 

48 Lin*Ft. Base --- --------------- 

48 Lin *Ft • Base Shoe ----------- 

32 Lin. Ft* Chair Rail, Kitchen - -- -- -- -- -- -- 

1 Pc. 3/0 Thresholds ----------------- 

Interior Finish! Second Floor 

6 Sides of Trim For q/ 6 x 6/6 Doors ------- 

2 Sides of Trim For 2/4x6/6 Doors ------- 

3 Sides of Trim For 2/Ox6/6 Doors ------- 

1 Sides of Trim For l/ 6 x 6/6 Doors - - — — - 

3 Sides of Trim For 3/0x6/6 Closet Doors - - - 

1 Sides of Trim For l/ 6 x 6/6 Closet Doors - - - 

7 Sides of Trim For 9*12 - 12 Lt .Windows - - - 

1 Sides of Trim For 8x10 - 12 Lt .Windows - - - 

3 Lin. Ft • Sash Stool Attic ----- 

190 Lin .Ft. Base - - 

226 Lin. Ft. Base Shoe - -- — — — 

36 Lin .Ft • Closet Base ----------------- 

146 Lin. Ft . Picture Mould ----------- 

22 Lin .Ft . Chair Rail ------ 

36 Lin .Ft . Hook Strips - -- -- -- -- -- -- -- -- 

Main Stair 

1 Starting Newel Round ------------ 

1 Pilaster 'Newel - -- ------------ 

2 Landing Newels --------------- 

1 Corner Pilaster Newel ------------ 

13 Treads ------------------- 

14 Risers ------------------- 

1 Landing Treads --------------- 

20 Lin .Ft. Rail 

46 Po. 32 * Balusters - - — - -- -- -- -- -- -- - 

16 Lin. Ft . Nosing ------------------- 

80 Lin .Ft. Cove -------------------- 

5 Lin .Ft. Face Mould ----------------- 

28 Lin. Ft • Wall String (2 Mem.) ------------ 

5 Lin. Ft • Face String ----------------- 

22 Lin. Ft . Well Casing - - 

1 Pc. 7/3x3- 5/8 5/0 Stair Part .Jamb 

1 Pc. 10/0 Stair Part. Casing ----------- 

1 Easing ------------------- 

Miscellaneous 

24 Lin. Ft . Shelf Cleats 

18 Lin .Ft. Closet pole - -- -- -- -- -- -- -- -- 

4 Pr. Closet pole Rosettes - -- -- -- -- -- -- 

2 Po. 3/0 Landing Treads - -- -- -- -- -- -- -- 

1 2/0x6/0 Disappearing Stair Complete With Trim & Hdwe 

Cabinet 8 

1 Set Open Book Shelves ------------- 

1 Mantle Shelf --------------- 

1 Medicine Cabinet --- ---------- 

1 3/6x 8/0 Combination Kitchen Cabinet and worktable - 


PRICE 

AMOUNT 

PRICE 

AMOUNT 
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SAYNER 


THE SAYNER 

LUMBER LIST RECAPITULATED FOR PRICING 


quantity 

Size 

Where Used Kind 

Feet 

Price 

Amount 

Price 

Amount 


1 PC. 

1 PC. 

1 PC. 

4 Pc. 

5 pc. 

36 PC. 

56 Ft. 

16 Pc. 

2 Pc. 

24 Pc. 

22 Pc. 

4 pc. 

30 Pc. 

5 Pc. 

3 Pc. 

5 Pc. 

1 PC. 

76 Pc. 

3 Pc. 

42 Pc. 

32 Pc. 

18 Pc. 

240 Pc. 

2 Pc, 

15 PC. 

820 Ft. 

50 Ft. 

1610 Ft. 

2400 Ft. 

8l Ft. 

16 Ft. 

100 Ft. 

1400 Lin 

1950 Ft. 

1420 Ft. 

420 Ft. 

180 Ft. 

10 Squar 

90 Ft. 

32 Ft. 

1 PC. 

2 Pc. 

42 Ft 

20 Ft 

5 Pc, 

3 Pc. 

3 Pc. 

2 Pc, 

1 PC 

6x8-14 

6x8-12 

6x8-8 

6x6-7 

2x10-16 

2x10-14 

2x10-12 

2x10-10 

2x10-8 

2x8-14 

2x8-10 

2x8-8 

2x6-16 

2x6-14 

2x6-12 

2x6-8 

2x6-6 

2x4-18 

2x4-16 

2x4-14 

2x4-12 

2x4-10 

2x4-8 

1x6-12 

1x4-6 

1x4 

1x6 

1x6 

1x8 

1x3 

1x4 

1x2 

•Ft • lxl 

3/4x8 

13A6 x 2^ 

1x6 

5/8x3 i 

es 5-2 

1x6 

1x4 

1x8-16 

1x10-14 

*1x8 

, *1x4 to : 

■ 1x12-10 

► l^xlO-1 

► 1x8-14 

• 2x4-12 

. 4x4-7 

Girders - -- -- -- -- -- - 

56 









Girders - -- -- -- -- -- - 

48 









Girders - -- -- -- -- -- - 

32 









Girder Posts ---------- 

84 









Stair Carriages & Box Sills - - 

133 









Stair Carriages, Sills, Joists,- 

840 









Joists ------------- 

1120 









Joists ------------- 

267 









joists ------------- 

27 









Ceil .Joists & Porch Beans - - - 

448 









Ceil.Joists ---------- 

293 









Porch Beans ---------- 

43 









Rafters - -- -- -- -- -- - 

480 









Plates - -- -- -- -- -- -- 

70 









Plates, Carriages ------- 

36 









Plates, Studs ------- -- 

40 









plates ------------- 

6 









Studs ------------- 

912 









Rafters & Plates -------- 

* 









Plates ------------- 

392 









Plates, Studs, Etc., - - - - - - 

256 









Rafters, Ceil.Joists ------ 

120 









Studs ------------- 

1280 









Rafter Furring --------- 

12 









Collar Beams ---------- 

30 









S.2.S*Roof Sheathing ------ 

820 









D&M Roof Sheathing 

50 









S.2.S .Sub-flooring, Ribbons ,Etc . 

1610 









Shiplap Sheathing ------- 

2400 









Bridging - 

81 









Lookouts ------------ 

16 









Floor Stripping -------- 

100 









Grounds ------------ 

117 









Bev .Siding ----------- 

1950 









F. Flooring ----- — - - . - - 

1420 









D&M Attic Flooring - - - - - 

420 









Ceiling Porches -------- 

180 









Wood Shingles --------- 










Outside Finish --------- 

90 









Outside Finish --------- 

32 









Outside Finish --------- 

11 

r 








Outside Finish --------- 

23 









Outside Finish --------- 

42 









LxlO Outside Finish (Miscel.) - - 

20 









Shelving ------------ 

50 









4 Cellar Stair Material ----- 

44 









Cellar Stair Material ----- 

28 









Cellar Stair Material * - - - •* 

16 









Cellar Stair Material ----- 

9 

_ 









If Asphalt Shingles Are Used For The Roof Instead Of Wood As Listed, 

I 820 C Ft. 1x4 S.2.S.Roof Sheathing 1230 Ft. 1x6 Dat Roof Sheathing ,,, 

10 3qua»s J-2 Shlugl.s JSoS’ST* iSS*. £1“ 
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SAYNER 


MATERIAL LIST FOR THE CEDAR LAKE 


Quantity Size 


ARTICLE AMD DESCRIPTION 


Feet . 


Quantity Size 


article AND DESCRIPTION 


Feet • 


LUMBER 

Vail plates or Sills For Foundation 

8 Pc# 2x6-14 Main Building Vail Plates ----- — • - - 112 

6 Pc. 2x6-12 Main Building Vail Plates 72 

6 Pc# 2x6-10 Main Building Vail plates --------- 60 

2 Pc# 2x10-12 Main Building Box Sills - 40 

2 Pc# 2x10-10 Main Building Box Sills ---------- 33 

Girders and Lintle s 

2 Pc. 2x6-12 Front porch Roof Beam 24 

1 Pc. 2x6-18 Front porch Roof Beam — - - - 18 

Floor Joists, headers and Trimmers 
24 Pc. 2x10-14 First Floor Main Building - - 5£° 

23 Pc. 2x10-10 First Floor Main Building - 383 

2 PC. 2x10-8 First Floor Main Building 27 

Ceiling Joists 

18 Pc. 2x6-18 Main Building - -- -- -- -- -- -- -- 324 

13 Pc# 2x6-10 Main Building 130 

7 Pc. 2x6-14 Main Building 9o 

4 Pc. 2x4-9 Front porch - -- -- -- -- -- -- -- - 24 

Outside Studs 

132 Pc. 2x4-8 Main Building - -- -- -- -- -- -- -- 704 

20 Pc. 2x4-12 Gables (Cut) - -- -- -- -- -- -- -- 160 

Inside Studs 

62 Pc# 2x4-8 First Floor 331 

7 Pc# 2x6-8 First Floor ---------------- >6 

Stud and Partition Plates 

24 Pc# 2x4-14 Outside Vails --------------- 224 

16 Pc. 2x4-12 Inside Partitions^- - 128 

1 Pc. 2x6-14 Inside Partitions - ------------ 14 

f t e r 8 

36 Pc# 2x6-14 Main Building 5°£ 

3 Pc. 2x4-9 Main Building Rear Addition -------- 18 

9 Pc# 1x4-8 Collar Beams --------------- 24 

4 Pc# 2x4-12 Front Porch 32 

1 Pc. 2x6-12 Valley Rafters 12 


Step and Stair Carriages 

2 Pc. 2x10-14 Cellar Stairs *7 

1 Pc. 2x6-16 Stairs Platform -------------- lo 

Sheathing, Boards, Sub-flooring, Furring, Etc., 

590 Ft# 1x4 Roof Sheathing S.2.S. Spaced 2* ------ 

620 Ft. 1x6 Sub-flooring S.2.S^ " - 7 ; ^ 

1330 Ft. 1x8 Box Sheathing O.S#Valls Shiplap - — - - - 1330 

60 Ft# 1x6 Backing & Furring 60 

560 Lin. Ft .1x1 Ground (Around Inside Openings) - 47^ 

33 Ft. 1x3 Bridging “ " 33 

Siding For Outside Vails 

1250 Ft. 3/4x8 Bey .Siding 1" Lap " 

Flooring and Ceiling , A 

630 Ft. 13/16x2* F .Flooring ------ 

70 Ft. 5/8x3* Ceiling Porches 6/0 Lengths - 70 

6750^ 5-2 No.l Shingles For Roof Laid 4*** Exp.(7-V 2 Squares) 
Outside Finish Lumber 

40 Ft. 1x6 Facias 

50 Ft. 1x10 Facias ^ 

1 Pc# 2x12-12 Porch Lintle 24 

1 Pc# 2x12-9 Porch Lintle ----- 

3 Pc. 1x6-12 Blind Material "V" Siding *0 

12 Pc# 1x6-10 Blind Material "V" Siding --------- 60 

3 Pc. 1x3-12 Blind Material "V" Siding 9 

20 Ft# 1x10 Porch Lintle Frieze ---- ------ 20 

15 Ft. 1x8 Porch Lintle Frieze ------------ *5 

8 Ft# 1x4 Porch Lintle Soffit ~ 

4 Pc. 4x4-8 Porch posts “ 

30 Ft .1x4 to 1x10 Miscellaneous O.S. Finish ------- 

Inside Finish Lumber on 

2 Pc. 1x12-10 Shelving - - ' 7 ; 

3 Pc #l*xl0-14 Cellar Stair Treads 

3 Pc. 1x8-14 Cellar Stair Risers " ' “ 

2 Pc. 2x4-12 Cellar Stair Rails - 

1 pc. 4x4-7 Cellar Stair Posts 

Miscellaneous 

1400 Sq.Ft. Insulating Material ------------ 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


quantity Size 


ARTICLE AND DESCRIPTION 


Price 


MASONRY MATERIAL 

Concrete Foundation - 1-3*5 Mixture - 575 Cu.Ft. 

17 Cu.Yds. Crushed Stone or Gravel - -- 

10 Cu.Yds. Coarse Sand - 

24 Bbls. Portland Cement — % 

Cement Floor and Steps 1-3*5 Mixture 272 Sq.Ft# 
2-3/4 Cu.Yds. Crushed Stone or Gravel - - - - - 

2 Cu.Yds. Coarse Sand - - - ---- 

4-1/4 Bbls. Portland Cement --------- 

Chimneye 

750 Common Brick --- ------- 

3/4 Cu.Yds. Sand 

3/4 Bbls. Lime * 

1 Bbl. Portland Cement - -- -- -- -- 

20 Lin .Ft • 8 x 8 " Flue Lining 

Plastering 

266 Yds. Rock Lath Plaster Base ----«= 

266 Yds. Gypsum Plaster 2 coats - - — - - 

25 Lbs. 1-1/8" 13 Gauge 5/^6" Flat Head, Smooth 

Diamond points - — r 
40 Ft# Metal Comer Beads 

FINISH HARDVARE 

3 Cellar Sash Sets - - — - -- -- 

4 Pr# 4x4 Door Butts -------- 

4 Pr. 3 - 1 / 2 x 3 -1/2 Door Butts --- 

1 Pr# 3x3 Casement Sash Butts ------- 

5 Pr# 2-1/2 Cupboard Door Butts, Narrow 

1 Pr# 3 -1/2x3 -1/2 Bath Room Door Butts, — • 

1 Pr. 2-l/2 Medicine Cabinet Butts, Narrow ■ 

1 Front Door Lock Set ------- 

1 Grade Boor Lock Set - - - - ■ 

4 Inside Door Lock Sets ------ 

1 Bath Room Door Lock Set - - - - - 

1 Single French Door Lock Set ------ 

1 Set 1-3/8" Floor Double Acting Hinge - - - ■ 

2 Push Plates ---------- 

1 Casement Sash Fasteners, Single 

5 Sash Locks ---------- 

10 Sash Lifts 

2 Sash Lifts, Bath Room 

1 Sash Lbck, Bath Room - - - - - 

2 Drawer pulls --------- 

3 Cupboard Turns - - - -- -- - 

1 Cupboard Turn, Med. Case - - - - 

2 Elbow Catches --------- 


7 

2 Doz. 

6 Sets 

Rough Hardware 
1-1/2 Hanks 

36 Pc. 1/2x16" 

150 Lbs. 


3 500 Ft .Rolls 
1 £00 Ft .Roll 


30 Ft 
25 Pc 

5 Pc 

50 Ft 
10 Pc 
1 Doz.3" 
5 Pc. 2" 
5 Pc. 3" 


14" 

12 x 16 

2 " 

3* 

3" 


Metal Base Knobs, 1 

Coat and Hat Hooks ------- 

Vindow Blind Hangers - - 

Sash Cord --------- - V- 

Anchor Bolts with Nuts & Washers- 
Sash Weights 

BUILDING PAPER 

Building Paper For Walls - •; 
Building Paper For Floors - r 

SHEET METAL MATERIAL 
Valley Tin ----------- 

Tin Shingles * 

Galv.Iron Pipe Threaded 1 End - - 
Conductor Pipe --------- 

Elbows - - — 

Conductor Pipe, Hooks 

Strainers - -- -- -- -- -- - 
Shoes -------- ------ 


40 Lbs.20d 
20 Lbs .l 6 d 
40 Lbs.lOd 
80 Lbs. 8 d 
J Lbs. 6 d 
5 Lbs.lOd 
20 Lbs. 8 d 
5 Lbs. 6 d 


Common 

Common 

Common 

Common 

Common 

Casing 

Casing 

Casing 


5 Gals# 
1 Gals. 
1/4 Gals. 

1 Gals. 
1/2 Gala. 

2 Gals. 
2 Gals. 

1/2 Gals • 
1/4 Gals. 
1/2 Gals. 

1 Gals. 

2 Gals. 
1-1/2 Gals. 

15 Lbs. 


Nails 5 Lbs.lOd Finish Nails 

Nails 10 Lbs. 8 d Finish Nails 

Nails 5 Lbs. 6 d Finish Nails 

Nails 2 Lbs. 4d Finish Nails 

Nails 1 Lb. 7/8" Finish Brads (16 Gauge) 

Nails 35 Lbs. 3 d Galv. Shingle Nails 

Nails 40 Lbs. Coated Nails 

Nails TOTAL PRICE 

PAINT, VARNISH, ETC., 

Outside Body Paint ------ - 

Outside Trim Paint ------ , 

porch Ceiling Paint ------ 

Blind or Shutter Paint - - - - “ 

Sheet Metal Paint (Mineral) - - -_ 

Inside Varnish — - " 

Floor Varnish 1 

Spar Varnish - -- -- -- -- 

Shellac - -- -- -- -- -- - — 

Flat White 

White Enamel - - - 

Boiled Linseed Oil - - - 

Turpentine - -- -- -- -- - - 

Putty - -- -- -- -- -- -- 
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CEDAR DARE 


MATERIAL LIST FOR THE CEDAR LAKE 

(CONTINUED) 


Quantity Size ARTICI2 AND DESCRIPTION 

PRICE 

AMOUNT 


PRICE 


/iMC'UKT 


iniXVORK 

Outside llillwork and Mouldings 









90 Lin .Ft • Bed Moulding - -- -- -- -- -- -- -- -- 









60 Lin.Ft. Moulded Wood Gutter Complete witn Metai nxungs- - 









40 Lin.pt. Cove Moulding 









30 Lin.Pt. 1/4 Round Moulding - - — “ - 









10 Lin.pt. Drip Cap 









1 3 Rit> Arch TrelliB por Front Entrance - -- -- -- -- - 









1 3/0 Flower Box With 2 Brackets, See plan — - 

Outside Door Frames 


















1 3/0x6/8xl-3/ 4 Front Door Frame D.C • - - -- -- -- -- -- - - 









Window and Sash Frames 









3 10x12x1-1/8 3 Lt .cellar Sash Frames plank ---------- 









1 9x14x1-3/8 16 Lt.Ck.Rail Window Frames P&P D.C. ------ 









3 8x12x1-3/8 12 Lt.Ck.Rail Window Frames P&P D.C. - -- -- - 









1 oxl Oxl- 3/0 12 Lt .Cx.Rail window Frames p&p d«u. ----- 









1 32xl6xl-3/o 2 Lt.Ck.Rail Window Frames p&p D»c. ------- 









1 l/4x2/8xl-3/8 (Opg.Size) Sash Frame D.C. 

Louvres 









2 1/ 2x2/0 (Opg.Size) Gable Louvres - -- -- -- -- -- - 

Windows and Sash 

3 10x12x1-1/8 3 Lt. Collar Sash Glz. 

















1 9*14x1-3/8 16 Lt.Ck.Rail window giz. - -- -- -- -- -- 

3 8x12x1-3/8 12 Lt.Ck.Rail Window Glz. 

1 8x10x1-3/8 12 Lt.Ck.Rail Window Glz. 

1 32x16x1-3/8 2 Lt.Ck.Rail Window Glz. Div. 12 Lts. - -- -- - 

1 1/4x2/ 8 *1-3/8 (Opg.Size) Sash Glz. Leaded Glass 

Doors and Jambs For Main Rooms 

1 3/0x6/8xl-3/4 Front Door Glz. " 

















































2 2/6x6/ox 1 - 3/0 Inside Door pane lie a ------------- 

1 2/6x6/Cxl-3/4 French Door Glz. 10 Lts. 

2 Sots 7/8x5- 5/8 Door Jambs For 2/6x6/Q Door 

1 sot 7/8x5- 5/8 C.O. Jambs For 2/6x6/Q C.O. “ 

For Balance 

































1 2/ 0 x 0 / oxl -3/4 Rear Door Glz. - -- -- -- -- -- -- 

1 2/8x6/8xl-3/8 Inside Door Panelled 

1 2/6x6/8xl-3/8 Inside Door Panelled --- 

2 2/0x6/8xl-3/8 Inside Door Panelled 

3 Sets 7/8x5-5/8 Door Jambs For 2/8x6/8 & Smaller Doors With Stops 

1 Set 7/8 x 3-5/8 Door Jambs For 2/0x6/8 Door with stops - 













































1 12x16 - 7/0 Pipe Door, jamD & Trim - -- -- -- -- - 

Interior Finish* Main Rooms 









1 S'dos 01 Trim por j/uxq/q doo r - - 

3 Sides of Trim For £/ 6 x 6/8 Door ~ 

1 Sides of Trim For 2/6x6/8 C.O. 

1 Sides of Trim For 2/6x6/$ Closet Door - 

1 Sides of Trim For 9*14 - 16 Lt .Window ------ 

1 Sides of Trim For 8x12 - 12 Lt .Window ------ 

1 Sides of Trim For 1/4 x2/8 (Opg.Size) Closet Sash- 

LITTLE CHUTE LUMBER & FUEL 68 . 

LITTLE CHUTE, WIS, 

PHONE -22 
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CEDAP 

I LAKE 





MATERIAL LIST FOR THE CEDAR LAKE 

(CONTINUED) 


quantity Size ARTICLE AND DESCRIPTION 

PRICE 

AMOUNT 

PRICE 

AMOUNT 

52 Lin .Ft . Base - 









68 Lin.pt. Base Shoe 









62 Lin.pt. Picture Mould 









16 Lin.pt. Closet Base - -- -- -- -- -- -- -- -- _ _ 









16 Lin.pt. Hook Strips - 









1 Pc* 3/6 Thresholds - _ - ------ 









1 Pc* 3/0 Thresholds - -- -- -- -- -- -- -- -- -- 









Interior Finish: Balance of Rooms 

3 Sides of Trim For 2/Qx6/Q Doors --------- 









3 Sides of Trim For 2/6x6/8 Doors --------- 









3 Sides of Trim For 2/0x6/8 Doors --------- 

1 Sides of Trim For 2/0x6/8 Closet Door 

1 Sides of Trim For 2/6x6/8 C.O. - -- -- -- -- 

























2 Sides of Trim For 8x12 - 12 Lt .Windows 

1 Sides of Trim For 8x10 - 12 Lt .Windows 

1 Sides of Trim For 32x16 - 2 Lt .Window 

108 Lin .Ft. Base - 

































118 Lin. Ft. Base Shoe - 









46 Lin. Ft. Picture Mould - -- -- -- -- -- -- -- -- - 









58 Lin .Ft • Chair Rail 









1C Lin .Ft* Hook Strips - -- -- -- -- -- -- -- -- -- 









1 Pc. 3/0 Thresholds - _ - 









10 Lin .Ft. Closet Base - - -- -- -- -- -- -- -- -- - 

— 








Miscellaneous 

10 Lin .Ft . Stair Cove Moulding --------------- 









2 Pc* 3/0 Landing Treads ----------------- 









6 Lin .Ft . Closet Pole ------------------- 


















Cabinets 

1 Medicine Cabinet ---------------- 

1 3/0x8/0 Combination Kitchen Cabinet and Worktable - - - - 


























UTTLE CHUTE LUMBER & FUEL 63. 

LITTLE CHUTE, WIS. 


PHONE -22 


68 


CEDAR LAKE 


VTrrrrrrrrrrrrT tttttttttttttttv 

THE CEDAR LAKE 

LUMBER LIST RECAPITULATED FOR PRICING 


Quantity 

Size 

Where Used Kind 

Feet 

Price 

Amount 

Price 

Amount 

26 Fo. 

2 Po. 

25 Po. 

2 Po. 

19 Po. 

1 Po. 

52 Po. 

9 Po. 

19 Po. 

7 Po. 

24 po. 

40 Po. 

7 Po. 

194 Po. 

9 Pc. 

590 Ft. 

680 Ft. 

1330 Ft. 

33 it. 

560 Lin.l 

1250 Ft. 

630 Ft. 

70 Ft. 

7-1/2 Sqi 

40 Ft. 

50 Ft. 

1 Po. 

1 Po. 

3 Pc. 

12 Pc. 

3 Po. 

20 Ft. 

15 Ft. 

8 Ft. 

4 Po. 

30 Ft .lx* 

2 Po. 

3 Po. 

3 Po. 

2 Po. 

1 Po. 

2x10-14 

2 x 10-12 

2 x 10-10 

2 x 10-8 

2 x 6-18 

2x6-16 

2x6-14 

2 x 6-12 

2 x 6-10 

2 x 6-8 

2x4-14 

2x4-12 

2x4-9 

2x4-8 

1x4-8 

1x4 

1 x 6 

1 x 8 

1 x 3 

ft. lxl 

3/4x8* 

13 / 16 x 2 $ 

5/8x3$ 

lares 

1 x 6 

1 x 10 

2 x 12-12 

2x12-9 

1 x 6-12 

1 x 6-10 

1 x 3-12 

1 x 10 

1 x 8 

1x4 

4x4-8 

V to 1 x 10 

1 x 12-10 

l$xl0-14 

1x8-14 

2x4-12 

4x4-7 

Joists & Carriages ------- 

6 O 7 









Sills 

40 









Sills & Joists --------- 

417 









joists - - - -------- 

27 









Ceil.joists & Porch Beams - - - 

342 









Stair Platform --------- 

16 









Rafters, Plates, Etc., ----- 

728 









Beams, Plates, Etc#, —————— 

108 









Ceil.joists, Plates, Etc*, - - - 

190 








* 

Studs ------------- 

56 









Plates ------------- 

224 









Plates, Studs, Rafters - - - - 

320 









Ceil.joists ---------- 

42 









Studs - - ----------- 

1035 









Collar Beams ---------- 

24 









S «2.S *Roof sheathing ------ 

590 









S .2 .3 .Sub-floor, Backing, Etc.,- 

680 









Ship lap Sheathing ------- 

1330 









Bridging ------- — - - - 

33 









Ground ------------- 

47 









Bevelled Siding — 

1250 









F .Flooring ----------- 

630 









Ceiling 6/0 Lengths ------ 

70 









5-2 Wood Shingles - - - - - 










Outside Finish --------- 

40 









Outside Finish --------- 

50 









Outside Finish (Porch) ----- 

24 









Outside Finish (Porch) ----- 

18 









Outside Finish (Blinds) - - - - 

18 









Outside Finish (Blinds) - - - - 

60 









Outside Finish (Blinds) - - - - 

9 









Outside Finish (Porch) — - - - 

20 









Outside Finish (Porch) ----- 

15 









Outside Finish (Porch) ----- 

8 









Outside Finish (Porch) ----- 

♦3 









Outside Finish (Misoel.) 

30 









Shelving ------------ 

20 









Cellar stair Material - - 

44 









Collar Stair Material 

28 









Cellar Stair Material ----- 

16 









Cellar Stair Material - — 

9 










If Asphalt Shingles Are Used For Roof Instead Of Wood Shingles As Listed, 

DEDUCT: ADD, 

590 Ft. 1x4 S.2.S.Roof Sheathing 886 Ft. 1x6 D4M Roof Sheathing 

7-1/2 sauares 5-2 Wood Shingles 7-1/2 Squares Asphalt Shingles, With Hails 

750 Ft. Asphalt Felt. 


LITTLE CHUTE LUMBER & FUEL C0. 
LITTLE CHUTE, WIS. 
PHONE -22 
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CEDAR LAKE 


CONFIDENTIAL INFORMATION 


IMPORTANT FACTS 

The most important fact desired by the prospective builder is the 
total cost of the home, including all material and all labor. 

It is necessary that the prospective builder has this completed 
building cost to aid him to arrange his finances accordingly, or to aid 
him to select a home within his means. Hence, to enable the retail 
lumber dealer to give this valuable and necessary information, com- 
plete cost estimates of all designs herein illustrated are shown on 
pages 15 to 20 inclusive. 

The estimates herein will enable the dealer to tell almost instant- 
ly to the prospective builder the approximate cost of the home, in- 
cluding both the complete costs of materials and labor. 

Lumber Dealers selling the Completed Home will wish to estab- 
lish an accurate price based on local conditions, for each home. There- 
fore, these estimates of costs and material lists will be of that much 
additional value for their convenience and guidance. 

The material lists (Page 22 to 69 inclusive) include space for 
pricing two changes on millwork. A recapitulation of the lumber list 
is for pricing according to prevailing prices in his locality. 

Estimates of costs for the complete home together with extra 
additions and deductions are given on pages 15 to 20 inclusive. Blank 
estimates of costs sheets are shown on Pages 15a to 20a to enable 
the dealer to reprice according to local prices and conditions. 

Each dealer should have his contractor refigure the entire job. 
specifying the materials prevailing in local terrtory. Local conditions 
may permit great reduction in the cost of these houses, depending 
upon wage rates, cost and quality of materials. 

NOTE : 

THE FOLLOWING PRICES AND INFORMATION WERE 
USED IN COMPUTING THE ESTIMATES OF COSTS GIVEN 
ON PAGES 15 TO 20. 

LUMBER AND ROOFING PRICES 

2" Dimension— 8 Ft. to 16 Ft. Long $ 55.00 per Thousand Feet 

2" Dimension — 18 Ft. and Longer, 

and Timbers 60.00 per Thousand beet 

Sheathing, Boards, Sub-flooring 42.00 per Thousand Feet 

Furring, Bridging, Etc 50.00 per Thousand Feet 

34 x 8" Bev. Siding 75.00 per Thousand Feet 

y & x 3)4" Ceiling 50.00 per Thousand Feet 

Hardwood Flooring 100.00 per Thousand Feet 

1" Finish 90.00 per Thousand Feet 

Wood Shingles, Not Stained (For Roof).. 6.00 per Square 

25" Wall Shingles 12.00 per Square 

24" )4 Wall Shingles 10.00 per Square 

Asphalt Shingles 7.50 per Square 

INSULATION 

The surface square feet to be insulated is given in the material 
lists. Owing to the various methods employed, it is included in the 
estimates of costs under extras and additional. 

MILLWORK PRICES 

Millwork figured at good manufacturers’ average factory prices 
to the dealer, plus 50%. 

Outside Moulding and Millwork figured soft wood. 

Inside Trim was figured yellow pine. 

All Doors were figured stock designs. 

Stair Material was. figured yellow pine. 

Windows and Sash were figured white pine. 

NOTE: The lumber dealer at any time, can refer to the millwork 
list of any design (see pages 22 to 69) and figure the millwork accord- 
ing to his own prices. 

It is advisable to revise millwork figures as and when price 
changes occur. 

HARDWARE AND BUILDING PAPER 

Hardware was figured at present market prices as quoted by 
retail hardware dealers. 

Building paper figured at $2.50 per roll. 

CARPENTER LABOR 

Carpenter labor has been figured at the rate of $1.00 per hour, 
plus 15 per cent added for the benefit of the contractor or builder. 

If desired this rate can be changed to meet any scale of carpenter 
wage. The hours of carpenter labor for each design are given in the 
estimates of costs. 

UTTIE CHUTE LUMBER 4 FUEL Cl. 

LITTLE CHUTE, WIS. 

PHONE -22 


MASONRY MATERIALS AND LABOR 


Excavating: 

Excavations were figured at average rate of 50 cents per cubic 
yard. Trench work figured at the rate of $1.25 per cubic yard. 

Concrete Foundation and Footings: 

Were figured at the rate 52 cents per cubic foot, including the 
cost of making forms. 


Cement Floors: 

4" one course cement floors were figured at the rate of 14 cents 
per square foot. 


Cement Steps: 

The average size 7 " rise 12 ,r run were figured at the rate of 60c 
per lineal foot. 


Brick Work: 

Common brick were figured at the rate of $30.00 per thousand 
laid in the wall. Face Brick were figured at $60.00 per thousand laid 
in the wall. 


wall. 


Fire Clay Brick were figured at $65.00 per thousand laid in the 


Face Brick for fireplaces were figured at $75.00 per thousand laid 
in the wall. 


Miscellanous : 

Flue Linings, Tile, Dampers, Ash Dumps, Cleanout Doors, and 
Iron Lintels are included in the estimates when called for in plans and 
itemized lists. 


Plastering: (2 Coat Work) 

All interior plastering was figured at the rate of 60 cents per sq. 
yard (which includes the cost of putting on the lath). 


NOTE: If masonry materials and labor as estimated herein do 
not conform to local rates or costs, then refer to the material lists 
in which all the masonry material is itemized. The concrete and 
cement work, brickwork, stone, plastering, etc., can be repriced at 
regular local rates. 


SHEET METAL 


Sheet metal was figured at present market prices as quoted by 
sheet metal contractors. 


PAINTING 

The paint, varnish, etc., were figured at the regular retail selling 
price, plus the labor for painters at the rate of $1.00 per hour. 


ELECTRIC WIRING 

Material and labor were figured at the rate of $2.50 per outlet. 
Switches were figured at the rate of $2.50 per one-way or $5.00 
per two-way. Meter, Service Box and Service Switch total $7.50. 

All wiring was figured according to the rules of the National 
Board of Underwriters. 


ELECTRIC FIXTURES 


All electric fixtures were figured on the same basis as the hard- 
ware. 


PLUMBING, DRAINAGE, SEWERAGE AND FUEL GAS 

Bath Tubs, Closets, Lavatories, Laundry Tubs, Sinks, were all 
included, as well as stacks and sanitary revents, Overflow Drains and 
Sewerage. Sewers and water supply were figured 20 ft. in front of 
building. Gas Piping in most cases was figured for two fuel openings 
only. Labor for installing the above was figured at the rate of $1.00 
per hour. 


As local conditions regarding plumbing, sewerage, etc., vary, it 
is advisable to have the local plumbing contractor quote prices. 


WARM AIR FURNACES 


First-grade furnaces were estimated prices complete with flues, 
stacks, shoes, registers, fresh air intakes, tools and all equipment. 


COOLING SYSTEMS 

For these twelve homes a cooling system or air conditioning 
system has been provided for as an extra item. 

This system does not include refrigeration, but is a very effective 
cooling system designed and equipped with thermostatic control to 
furnish filtered air the year round. 
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CONTROL THE. JOB 


Become a leader on small home planning and construction* 
Sell your "building knowledge, ability and service* 
Become familiar with the specifications* 


Underline specific features in your specifications that are not 
usually included in small homes and tell the prospect the 
advantages of these features* 


Sell quality and good construction so the home will have long 
life, minimum repairs and a higher percentage of loan and sales 
value • 


Use the twelve plans as a basis for your selling. Good plan books 
will give you other plans to suit the prospect and to conform with 
local conditions and building practices# 


Do not give prospects and contractors the “PLAN SHEETS" with 
Outline Specifications except when necessary* These plans are to 
be used in selling and are not to be handed out promiscuously* 


On the sale of the first completed home, secure the co-operation 
of the owner to use his home for demonstration purposes as a model 
low cost home by furnishing without charge the insulation or 
installing tile floor in bath room, etc* 


Many prospective home owners have become discouraged after inspect- 
ing dolled-up, fancy homes* The cost seems prohibitive* They are 
now ready to be satisfied with smaller dwellings even though their 
income permits larger structures# These people are playing safety 
first and are not so anxious to “keep up with the Jones’s" until 
they are on safer ground* Small homes are more readily disposed of 
and more easily rented* 


Quote the base estimate cost and build up the final price by 
including the kind of insulation, storm sash, doors, and other ex- 
tras, best suited for the particular Job* 


The lumber merchant is best prepared to do the selling job, and 
thereby reduce the cost of building, since he maintains a sales 
foroe, offices for consultation, attractive house displays, and 
carries a large proportion, and in great variety, the materials* 
The contractors are best prepared to perform the work and do the 
installation at a lower cost, when they are not burdened with the 
expense of selling. 


To meet competition and requirements for better low cost homes, the 
lumber merchant must be instrumental and active in reducing the cost 
of building without sacrificing values as applied to architectural 
design and construction. 
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AD SERVICE MATRICES 

SHOWING ACTUAL SIZE OF ILLUSTRATIONS 


The WATERFORD 


The PRENTICE 



The WAUKESHA 


The DIXON 








